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neta 
No Break Guarantee 





Neta’s garden watering products have been developed for Australian & New 
Zealand gardeners. As a commitment of quality, Neta has introduced the Neta No 
Break Guarantee. This guarantee is our pledge that if our products do not perform to 
expectations within the guarantee period stated on the packaging, Neta will replace 
or refund the product. 


Neta No Break Guarantees are clearly identified on each product pack and range anywhere 
from 2 through to 30 years - depending on the individual product: 


- Plastic UV stabilised fittings are covered by a five year guarantee. 

- Plastic & metal guns are covered by a five year guarantee. 

- Brass hose fittings & brass nozzles are covered by a 20 year guarantee. 
- Neta's garden hose range guarantees varies between 6 to 30 years. 


However, as guarantees differ from product to product, please refer to the original 
packaging for confirmation. Please also see About Neta Warranties page at 
www.netagarden.com.au or www.netagarden.co.nz 
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Gi Garden Watering 


Garden Hose 

Special Purpose Hose 

Clear Vinyl Tube 

Garden Hose Fittings - Plastic 
Garden Hose Fittings - Brass 
Nozzles, Guns & Wands 
Sprinklers 

Tap Timers 

Hose Hangers, Reels & Trolleys 
Rain Gauges 


Gl Irrigation 
Flexi & Riser Tube 
Drip Line 
Irrigation Pipe Fittings 
Specialised Irrigation Fittings 
Sprays & Sprinklers 
Drippers 
Stakes & Risers 
4mm Fittings (Pots & Baskets) 
Lawn Irrigation 


@g Recycled Water 


Recycled Water 


@g Water Supply 
Rural PE Pipe Compression Fittings & Tapping Saddles 
Metric PE Pipe Compression Fittings & Tapping Saddles 
Nylon Threaded Fittings 
Polypropylene Threaded Fittings 
Threaded Risers & Fittings 
Valves 


@ Azud Filtration 


Azud Modular 100 Series Filters 
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neta 
Garden Hose 


An Iconic Hose. Since the 1940's Neta has been synonymous with high quality garden products. 
Neta hoses are manufactured and tested to an exacting standard; AS2620.1. Engineered for improved 
softness, flexibility and kink resistance, all are ultra lightweight, making them easy to use. 
There is a Neta hose to suit each and every gardener and their garden. 
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What makes a Neta hose stronger 
and more durable? 


This starts right at the point of manufacture with the 
use of high quality raw materials. Its basic structure, 
which comprises an inner tube, a woven casing and an 
outer tube, also determines its quality. The thicker the 
tube, the stronger the hose will be and the more it will 
resist kinking. 

Strong polyester yarn, neatly and evenly braided, 
reinforces your Neta hose, allowing it to withstand high 
water pressure. The outer layer has high UV resistance to 
withstand the harsh Australian sun. 


Jade Emerald Diamond Black Gold Platinum KAT 
6 year guarantee 10 year guarantee 15 year guarantee 25 year guarantee 30 year guarantee 










Wall thickness - quality indicator e 







Outer 
layer - UV 
resistant 





Layer adhesion - 
no blistering 






Braiding - 
neat and even 
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Garden Hose 12mm 





Jade Garden Hose 








PRODUCT SIZE ANAT EG Reed Todas PART NUMBER 0) bed ae Ged BARCODE 


“anmscsnated Gyormes seam SS | 1421214 
“omconmted cas semmuor l| I Il 570 
° 6 Year Guarantee 
° on Kink Rating 
Braided Double Layer Construction 
- Lightweight Durability 9131421214 


Available in Fitted & Unfitted 

Plastic Fittings 

Made from UV stablised materials AM | | | 
Manufactured to Australian Standards 
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314212467072 
Fitted hoses are supplied ‘Garden Tap-Ready’ 
assembled with quality Neta plastic fittings. 
wrapped (unfitted). 
91314 66426 


Emerald Garden Hose 
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¢ 10 Year Guarantee 
° fei Kink Rating 
Braided Double Layer Construction 
Durable Outer Skin 
Medium Durability 
‘Tap-Ready’ 
Premium Plastic Fittings 
Made from UV stablised materials 
Manufactured to Australian Standards 


Diamond Garden Hose 
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66600 

















e 15 Year Guarantee 


° ae Kink Rating 
Premium Plastic Fittings 
Braided Double Layer Construction 
Easy Grip Texture & Anti-Scuff 
Medium Durability 
‘Tap-Ready’ 
Made from UV stablised materials 
Manufactured to Australian Standards 
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Garden Hose 12mm 





Black Gold Garden Hose Pr 








PRODUCT SIZE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 
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e 25 Year Guarantee 
¢ 9/10 Kink Rating 
° = Quallty Brass Fittings 
Braided & Reinforced Construction 
. - Tough Durable Outer Skin 
Heavy Durability 
‘Tap-Ready’ 
- Made from UV stablised materials 
- Manufactured to Australian 
Standards 


Platinum KAT Garden Hose 36° 
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ba | 4 I | 12 
¢ 30 Year Guarantee ° 
* 10/10 Kink Rating Platinum KAT | 30 Year Guarantee 
¢ Made in Italy 
* Quality Brass Fittings The Platinum KAT features six layers of lead free premium materials, featuring both a braided 
- Knitted Anti-Torsion Construction and knitted layer for extra strength and flexibility. The Platinum KAT is perfect for the modern 
Lead-free Australian & New Zealand gardener with a stylish platinum grey matte finish. 
e i L é : ‘ ! ‘| 
ee af: The Platinum KAT is confidently backed by Neta’s 30 year No Break Guarantee, designed to 
Premium Durability en : . 
- ‘Tap-Ready’ be durable and tough and created using UV stabilised materials to withstand harsh weather 
~ Wade fanny stablised conditions, and accompanied by the highest six star kink resistance rating. 
materials 
- Manufactured to Australian 
Standards 





1. The inner layer is moulded using high quality white PVC. 4. Middle layer of high quality flexible black PVC. 


2. Second layer of high quality flexible black PVC. 5. Reinforced knitted polyester layer. 
3. Reinforced braided polyester layer. 6. Soft touch metallised transparent grey layer 
with soft finish. 
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Garden Hose 18mm 





Jade Garden Hose A 





PRODUCT SIZE ARTICLE NUMBER PART NUMBER 0} 0] tO) A ed BARCODE 
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¢ 6 Year Guarantee H ) 
° a Kink Rating 

Braided Double Layer Construction 314212467089 
- Lightweight Durability 

Available in Fitted & Unfitted 

Plastic Fittings ‘uu Hl 

Made from UV stablised materials 4219 96 

Manufactured to Australian Standards 
Fitted hoses are supplied ‘Garden Tap-Ready’ Ill | NW 
assembled with quality Neta plastic fittings. Ma 

14 











Also available as bulk 100m coil stretch 
wrapped (unfitted). 
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Special Purpose Hose 





Fire Hose o> 





PRODUCT SIZE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 


onmezonmtes cynminee seus 1 1 657 ll 


uc 


rinacinraes oineroons sos 11 Ill 4 


- A heavy duty reinforced hose with excellent flexibility and high abrasion 
resistance. 
Suited for hand-held fire fighting® 
Supplied with brass click-on fiittings and a fire-fighting spray nozzle. 
Made from UV stabilised materials for long life and is quality guaranteed for 
5 years. 
The hose complies with Australian standard AS/NZS1221 with a minimum flow 
rate of 0.45 litres/second at 150kPa. 
The fire hose also has a maximum operating pressure of 1000kPa and a burst 
pressure of 4000kPa. 









































“Intended for use as a general (domestic) rural fire hose. Not to be used as a 
replacement for a fixed fire hose reels governed by regulartory authorities 


Drinking Water Hose 


















































12446538 | 
| anma0n —ionone® sem SS 314 | Ml 
A strong, reinforced and braided hose, ideal for caravans, boats, or 
anywhere that requires safe transfer of drinking water. 
Made from UV stabilised materials and guaranteed for 6 years. 
Tested to comply with Australian Standard AS/NZS4020 to ensure non-toxic, 
safer and cleaner hose: 
- No plastic taste 
- Made with food grade materials and suitable for use with drinking water 
- Multiple applications 
- Durable construction 
Pressure rated at PN12.5 to suit temporary connection to mains water 
Supply. 
Compatible with standard 12mm Garden Hose fittings,. The hose comes 
wrapped in plastic to ensure it is clean when sold. 
Drinking water hose is designed for use with cold water. We do not recommend using this 
hose with water exceeding 38°C. 
A durable 8mm braided 
hose with Multi-Pattern 
Spray Gun. Ideal for small aac | Ae 












































balconies, courtyards or even 
the boat. 

Fittings suitable for both 34” 
and 1” outlet taps. 
Individually shrinkwrapped. 
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Special Purpose Hose 





Sprinkler Hose 








PRODUCT SIZE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


insted — Ganson sets 0 Wl 14212 M1) 
io tet ays sotasm l| 1421 | 
A unique ‘flat’ profile hose with twin stripes 
to clearly show which side is up. The hole 
pattern is designed to ensure even spray 
coverage. 9131421214 


Sprinkler hose supplied fitted with stake to 


hold the end in place, and with an end cap 
to flush the hose or for joining two sprinkler ll | 
hoses together. 

itt i i 91314212 


The fittings are fully compatible with 
standard 13mm micro irrigation fittings. 
Also available with reel for fast, tangle-free, 
convenient and compact storage. 

Easy to lay out and wind up. No more 
tangles or twists. 

Made from UV stabilised materials. 

For extension use 3/4 inch FBSP hose 
connector 12mm (967573701). 










































































465467 

















Weepa Hose ee 





























































































NREEITES inconos sons ss 314212465610 
Fitted with a pressure reducer to provide 913142121465627 


a uniform distribution along the full 
length of the hose. 

Water droplets sweat through its walls, 
Slowly watering the surrounding area. 
Quality guaranteed for 5 years. 
Discharge at 175kPa is 2.0 Lpm. 


Sullage Hose 





HIM 


HIM 














460400 


460370 

























































Traditional unreinforced flexible PVC 
hose for distributing recycled water. 
Purple colour safely identifies use with 
reclaimed and recycled water. 

Made from UV stabilised materials for 
long life. 

Maximum Operating Pressure 300kPa. 
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Clear Vinyl Tube 





Clear Vinyl Tube Bulk - for cutting to length in store 





Na PRODUCT | ARTICLENUMBER | PARTNUMBER | ORDER QTY | CTN QTY BARCODE 
yA: 
General purpose, transparent tube, made 


421 
a i I 33794 Wi 
from food grade material. 
Suitable for a wide range of 
applications including: 
- low pressure delivery 
- syphon and drainage lines 
| 6 

















33 





























































35:7 | 
- builders water level 


421 | 
- cable or chain protection 
- fish tank tube 
- water level sight tube 



































; 421 | 3379 
- protective covers 
Bulk spools and coils provide a simple 
and convenient system for retailing “cut to 
length” CVT. 
Handy metre marks and the tube diameter 9 113142121337979 


are printed every metre along the full 
length of the tube. The metre mark counts 


down to show how much tube is left on 
the spool. 
Diameter Thickness 
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Clear Vinyl Tube 





Clear Vinyl Tube Labelled - for scanning of coils at checkout 


PACK PRODUCT | ARTICLE NUMBER | PARTNUMBER | ORDER QTY | CTN QTY BARCODE 
STA: 
ube ORT cyano smn 6 l| 421 8 | 


3378 
ube SBT cioune sas Min 3 
ube Gt mone sous ‘ 3 
ea i ql 
ube ME cma mins 4 ll MI 




































- Short-length, barcode labelled coils 
ready for checkout scanning - no in-store 
service required. 

- Convenient lengths cover most 
applications - use what's required for the 
job and save the rest for a “rainy day”. 

- These popular sizes are labelled and 
ready to sell. 


Nominal Inside | Nominal Wall 
Diameter Thickness 
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neta 
12mm Plastic 


Garden Hose Fittings 


Neta's range of plastic hose end fittings is proudly designed & made in Australia to high quality 
standards. The fittings are manufactured from UV Stabilised plastic which make them ideal for 
the harsh Australian & New Zealand outdoors. As an assurance of quality, all fittings are backed 
by a Neta No Break 5 Year Guarantee. > 





The fittings have been designed to be robust and functional. The 

one-piece hose connection grip ensures the assembly is water tight. 
The range offers a complete watering solution: from tap to hose end | 
and includes fittings to suit different tap sizes and hose diameters. emg 


Tap Adaptor i 
Connect to a1" or 3/4" tap. 


Hose Connector 
Connect 12mm hose to a tap. 
Also available as a 12/18mm 


suitable for a 12mm click-on fitting 
and a 18mm hose. 


Hose Joiner 





Join two 12mm hoses or repair 
a 12mm split hose. 





Hose Coupler 


Join two 12mm hoses to extend 


z 
length. TT 
= 


Also available as a 3-end coupler. 





Water Stop 


Change watering accessories 
over quickly without getting 
wet. 


Also available as a 12/18mm 
suitable for a 12mm click-on fitting 
and a 18mm hose. 
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Garden Hose Fittings 





Plastic Hose Fittings 12mm 
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NEW! 
UNIVERSAL TAP ADAPTORS 
12MM 


~ Screw onto 34" or 1" threaded 


tap. Click into 12mm hose 
connector. 
« Made from UV stabilised 
plastic for long life. 
¢ Made in Australia. 


NEW! 
3/4” TAP ADAPTORS 
12MM 


Screw onto %4" threaded tap. 
Click into 12mm hose connector. 
¢ Made from UV stabilised 
plastic for long life. 
¢ Made in Australia. 


NEW! 
HOSE CONNECTORS 
12MM 


Connect to 12mm click-on 
fitting. Fits 12mm hose. 
« Made from UV stabilised 
plastic for long life. 
¢ Made in Australia. 


NEW! 
WATER STOPS 
12MM 


Connect to 12mm click-on 
fitting. Fits 12mm hose. Remove 
fitting to stop water flow. 
- Made from UV stabilised 
plastic for long life. 
- Made in Australia. 


NEW! 
HOSE CONNECTORS 
12/18MM 


Connect to 12mm click-on 
fitting. Fits 18mm hose. 
¢ Made from UV stabilised 
plastic for long life. 
¢ Made in Australia. 


NEW! 
WATER STOPS 
12/18MM 


Connect to 12mm click-on 
fitting. Fits 18mm hose. 
Remove fitting to stop water 
flow. 
- Made from UV stabilised 
plastic for long life. 
- Made in Australia. 


1/Blister - Hangsell 


1/Labelled - RR Box 


1/Blister - Hangsell 


1/Labelled - RR Box 


1/Blister - Hangsell 


1/Labelled - RR Box 


1/Blister - Hangsell 


1/Labelled - RR Box 


1/Blister - Hangsell 


1/Labelled - RR Box 


1/Blister - Hangsell 


1/Labelled - RR Box 


MH/PHOUTA012 


MH/PRLUTA012 


MH/PHOTA7512 


MH/PRLTA7512 


MH/PHOHC0012 


MH/PRLHC0012 


MH/PHOHCSO12 


MH/PRLHCS012 


MH/PHOHC1218 


MH/PRLHC1218 


MH/PHOHCS128 


MH/PRLHCS128 


967705401 


967705501 


967705601 


967705701 


967706701 


967706801 


967706901 


967707001 


967707201 


967707301 


967702901 


967703001 
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25 
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25 
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25 
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20 


300 


300 
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160 


160 


PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 
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4212150 

9"314212'150226 
9"314212'150103 
9"314212'150219 
9"314212'150011 
9"314212"150141 
9314212150035 
9314212150165 
91314212"150028 
9"314212'150158 
9"314212'150042 
9"314212"150172 




















Garden Hose Fittings 





Plastic Hose Fittings 12mm 





NEW! 


HOSE JOINER 
12MM 


Join two hoses to extend length. 
Made from UV stabilised 
"plete for long life. 
- Tight hose locking 
mechanism. 


Made in Australia. 


DOUBLE END CONNECTOR 
12MM 

Connects to click-on tap 
adaptors, couplers, sprays, 
nozzles and guns. 





3/4" FBSP HOSE CONNECTOR 
12MM 


Extension for sprinkler hose 
(for 967466201 & 967466301). 


NEW! 
2-END COUPLERS 
12MM 


Join two hoses to extend length. 


or water stop. 
- Made from UV stabilised 
plastic for long life. 
- Made in Australia. 


t Click into 12mm hose connector 


NEW! 
3-END COUPLER 
12MM 


~ Divide one hose into two. 
« Made from UV stabilised 
plastic for long life. 
- Made in Germany. 





NEW! 
3/4” SPRAY ADAPTORS 
12MM 


Screw into 3/4" threaded 


sprinkler or gun. Click into 12mm 


hose connector or water stop. 
- Made from UV stabilised 
plastic for long life. 
- Made in Australia. 





1/Blister - Hangsell 


1/Labelled - RR Box 


1/Labelled - RR Box 


1/Labelled - RR Box 


1/Blister - Hangsell 


1/Labelled - RR Box 


1/Blister - Hangsell 


1/Blister - Hangsell 


1/Labelled - RR Box 


MH/PHOHJRO12 


MH/PRLHJRO12 


MH/RPLHCDE12 


MH/RPLHCFC12 


MH/PHOHEC212 


MH/PRLHEC212 


MH/PHOHEC312 


MH/PHOSA7512 


MH/PRLSA7512 


967708001 


967708101 


967573601 


967573701 


967708201 


967708301 


967708401 


967708501 


967708601 
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Garden Hose Fittings 





Plastic Hose Fittings Sets 12mm => 















PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 
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NEW! 
GUN WATERING SET 
12MM 





























Screw onto 3" or 1" threaded tap. 
Connect to 12mm hose. 


¢ Set consists: 


1x multi-pupose 7 pattern gun, 
1x universal tap adaptor, 





1x 12mm hose connector, li: The 7 pattern multi-purpose gun 

1x 12mm water stop. has a quick and easy pattern selection 
- 5 year Neta No Break guarantee. head. Ideal for watering garden beds, 
« Adjustable spray head with 7 different patterns. i. pot plants and delicates/seedlings. Also 


¢ Stop valve. Change watering accessories over quickly suitable for cleaning jobs. 
without getting wet. 

* Tight hose locking mechanism. Reliable hose 
connection. 

¢ Fittings made in Australia from UV stabilised plastic. 
Durable components for long life. 


NEW! 
NOZZLE WATERING SET 
12MM 


Screw onto 34" or 1" threaded tap. 
Connect to 12mm hose 


¢ Set consists: 
1x adjustable nozzle, 
1x universal tap adaptor, 
1x 12mm hose connector, 
1x 12mm water stop. 


* 2 spray patterns: adjusts from a spray to a jet stream. Nozzles are ideal for cleaning jobs 
and are suitable for watering garden 


¢ Stop valve. Change watering accessories over quickly beds and pot plants. 


without getting wet. 


* Tight hose locking mechanism. Reliable hose connection. 
¢ Fittings made in Australia from UV stabilised plastic. 
Durable components for long life. 


NEW! 
HOSE FITTINGS SET 
12MM 


Screw onto 34" or 1" threaded tap. 
Connect to 12mm hose 


¢ Set consists: 
1x universal tap adaptor, 
1x 12mm hose connector, 
1x 12mm water stop. Neta’s hose end fittings are proudly 
designed and manufactured in 


¢ Stop valve. Change watering accessories over quickly meal 
UStIdlld. 


without getting wet. 





* Tight hose locking mechanism. Reliable hose 
connection. 

¢ Fittings made in Australia from UV stabilised plastic. 
Durable components for long life. 





neta 


18mm Plastic 


Garden Hose Fittings 


Neta 18mm plastic garden hose fittings are manufactured using UV stabilised plastic and guaranteed 
for 5 years. Coupled with an 18mm hose it is an ideal watering solution where a higher water flow 
is required, for example on rural or acreage properties. 


Features & Benefits 


= Available in adaptors, connectors, watering sets, 
joiners and couplers 


5 year No Break Guarantee 


Available in 18mm click-on range fittings 


Made from UV stabilised materials 

Screws onto standard 34” and 1 tap outlets 
I) Cetemere yA Te PANT ALEC em ALU 

Features Neta’s ‘Long Claw’ grip ring 


Neta Long Claw Acetal grip ring high 
pressure anti-leak sealing system 


The Long Claw is Neta’s secret for high water flow 
applications. It’s separate to the rest of the fitting, 
allowing it to really dig its claws into the hose to create a 
connection that won't break or leak. 


When combined with a Neta hose it gives the ultimate 
connection and protection against leaks - all part of our 
anti-leak sealing system. The Neta Long Claw grip ring 
is available in 18mm plastic and brass connectors and 
joiners. 








Nut 
Easy grip nut 








Long Claw Grip Ring Assembly 


Wings 

Large easy-grip 
wing nut 
Seals 


Quality anti-leak washer 
and o-ring 


Click-on 
Large nylon grip teeth 
inside 


Hose Tail 
Extra long hose tail 


Long Claw 


Long Claw for extra grip 
Made from strong acetal 
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Garden Hose Fittings 





Plastic Hose Fittings 18mm = 




















18 neta 


UNIVERSAL TAP 
ADAPTOR 18MM 


Fits to 18mm click-on 
hose connectors and 
screws onto 34” or 1” tap 
outlets. 


HOSE CONNECTOR 
18MM 


Fits to 18mm hose and 
connects to click-on 
tap adaptors, couplers, 
Sprays, nozzles and 
guns. 


HOSE JOINER 
18MM 


Fits 18mm hose to join 
two hoses or repair a 
split hose. 


2-END COUPLER 
18MM 


Fits 18mm click-on hose 
connectors. Joins two 
hoses together for a 
longer hose. 


2-END REDUCING 
COUPLER 
18 X 12MM 


Fits 12mm and 

18mm click-on hose 
connectors. Joins a 
18mm hose to a 12mm 
hose. 


3/4” SPRAY ADAPTOR 
18MM 


Screws into sprinklers, 
sprays and guns making 
them suitable for 
18mm click-on hose 
connectors. 


PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 
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Garden Hose Fittings 





Plastic Hose Fittings Sets 18mm = 
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i) 


Fitting Accessories 12mm & 18mm 


WATERING SET 
18MM 


Comprises of two 18mm 


click-on hose connectors, 
universal tap adaptor (34” 


and 1” tap outlets) and 


nozzle. Suits 18mm hose. 


HOSE FITTINGS SET 
18MM 


Comprises two 18mm 
click-on hose connectors 
and universal tap 
adaptor (34” and 1” tap 
outlets). Suits 18mm 
hose. 





inde: ARTICLE NUMBER PART NUMBER 0} 0] Od a a ed BARCODE 
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O’RINGS 12MM 


Replacement washers 
for tap fittings with click- 
on ends. 


O’RINGS 18MM 


4" REPLACEMENT 
WASHERS 


Replacement washers 
for 4” spray adaptors. 


3/4” REPLACEMENT 
WASHERS 


Replacement washers 
for tap adaptor tap 
fittings and spray guns. 


1” REPLACEMENT 
WASHERS 

Replacement washers 
for tap adaptors and tap 
fittings. 
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Brass 





Hose End Fittings 








Neta brass garden hose fittings are guaranteed for 20 years and are designed to suit Australian 
& New Zealand conditions. Available in 12mm or 18mm and manufactured using solid brass there 
is a Neta hose fitting for every watering application. Customers can choose from the Neta range of 
brass fitted hoses or retrofit brass fittings onto an existing garden hose. 


Features & Benefits 


-™ Available in adaptors, connectors, hose 


fitting sets, joiners and couplers 
-=™ 20 year No Break Guarantee 
= Available in 12mm or 18mm 


z= Available in click-on, screw-on and barbed tail 


range fittings 
= Made from solid brass 


-= Screws onto standard 34” and 1 tap outlets 


-= Features Neta’s ‘Long Claw’ grip ring 
-= Features Neta ‘X-Stream’ lock ring 


Quality anti-leak washer 


Long Claw Grip Ring Assembly 


Washer 


and O-Ring 


Click-on 
3 grip clips inside 


-™ Features Neta’s ‘Multi-Fit’ hose clamp 





pees . Hose Tail 

Neta Long Claw Acetal grip ring high Extra long hose tall 
pressure anti-leak sealing system 

Long Claw 
The Long Claw is Neta’s secret for heavy duty applications. Long Claw for extra grip. 
It’s separate to the rest of the fitting, allowing it to really dig Made from strong acetal 
its claws into the hose to create a connection that won't 
break or leak. 

Nut 
When combined with a Neta hose it gives the ultimate Easy grip nut 





connection and protection against leaks - all part of our anti- 


leak sealing system. The Neta Long Claw grip ring is available 
in both 18mm plastic and brass hose connectors and joiners. 


The Neta X-Stream Lock Ring The Neta Multi-Fit Hose Clamp 
Extreme pressure anti-leak sealing 
system. It locks into place and is ideal for 
extreme pressure applications. 


Adjusts to fit various hose thicknesses to 
form part of the anti-leak sealing system. 
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Brass Click-On Hose Fittings 12mm 


UNIVERSAL 
TAP ADAPTOR 12MM 


Fits 12mm click-on hose 
connectors. Screws onto 34” 
and 1” tap outlets. 


3/4” TAP ADAPTOR 12MM 


Fits 12mm click-on hose 
connectors. Screws onto 34” 
tap outlets. 


1” TAP ADAPTOR 12MM 


Fits 12mm click-on hose 
connectors. Screws onto 1” 
tap outlets. 


UNIVERSAL SWIVEL 
TAP ADAPTOR 12MM 


Fits 12mm click-on hose 
connectors. Screws onto 34” 
and 1” tap outlets. 


Outlet swivels to avoid 
kinking. 


12MM/15MM PLAIN 
TAP ADAPTOR 


Connects 12mm click-on hose 
connectors to plain 15mm 
non-threaded taps. 


EZ HOSE 
CONNECTOR 12MM 


Fits 12mm hose and connects 
to click-on tap adaptors, 
couplers, sprays, nozzles and 
guns. Features the Neta Long 
Claw grip ring. 


EZ HOSE CONNECTOR 
WITH STOP 12MM 


Fits 12mm hose and connects 
to click-on tap adaptors, 
couplers, sprays, nozzles and 
guns. Features a water stop 
for convenience. Features the 
Neta Long Claw grip ring. 


EZ HOSE CONNECTOR 
12/18MM 


Fits 18mm hose and 
connects to 12mm click-on 
tap adaptors, couplers, 
Sprays, nozzles and guns. 
Features the Neta Long Claw 


grip ring. 


EZ HOSE 
JOINER 12MM 


Fits 12mm hose to join 
two hoses or repair split 
hose. Features the Neta 
Long Claw grip ring. 


Garden Hose Fittings 
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Garden Hose Fittings 





Brass Click-On Hose Fittings 12mm SD 











e 
z 





Brass Screw-On Hose Fittings 12mm 


2-END COUPLER 12MM 

Allows two hoses to be 

joined by means of click-on 314 | | | 145093 
connectors. 


1%” SPRAY ADAPTOR 12MM 

Screws into sprinklers, 

making them suitable 142.4 | 1450 
for 12mm click-on hose 















































3/4" SPRAY ADAPTOR 
12MM 


Screws into sprinklers, 
Sprays or guns making 
them suitable for 12mm 
click-on hose connectors. 


connectors. 
31421 | 


145154 





























T's” (AMERICAN) 


SPRAY ADAPTOR 
12MM 
. . 9 


Screws into sprinklers, 
Sprays or guns making them 
suitable for 12mm click-on 
hose connectors. 


HM 











145123 
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34” SCREW TAP ADAPTOR 
12MM 
Fits 12mm hose and screws 














42-1 | l 
onto 34” tap outlets. 
1” SCREW 
Fits 12mm hose and 21 | 145 


screws onto 1” tap 
outlets. 


12MM/15MM PLAIN 
TAP ADAPTOR 


Fits 12mm hose and connects 
to plain non-threaded taps. 











Il 








145 




















SCREW HOSE 
Fits 12mm hose and connects 421 145 





to click on tap adaptors, 
couplers, sprays, nozzles and 
guns. 


Features the Neta x-Stream 
lock ring. 


Garden Hose Fittings 





Brass Screw-On Hose Fittings 12mm SP 





PACK TYPE ARTICLE NUMBER PART NUMBER 0} 40] 0 ae OG BARCODE 


SCREW HOSE 
Fits 12mm hose to join two ll | 


145 
hoses or repair split hose. 
Features the Neta X-Stream 
lock ring. 


3/4" SPRAY ADAPTOR 
SCREW 12MM | 
Fits 12mm hose and screws 9314212145369 























into sprinklers, sprays or 
guns. 


Brass Barbed-Tail Hose Fittings 12mm EP 























3/4” TAP ADAPTOR 12MM 

BARB & CLAMP 

Fits 12mm hose and screws AM || | IM | 
s onto threaded taps. Hose 1421211450 


clamp is included. Includes 
hose clamp. 


fa HOSE CONNECTOR 
Fits 12mm hose and clicks 42.4 | 145 
qm onto tap adaptors, spray 


adaptors, couplers, sprays, 
nozzles and guns. Hose clamp 
is included. 




















Brass Hose Fittings Sets 12mm 


3/4" EZ HOSE KIT 12MM 
Fits 12mm hose and 
connects to 12mm 
click-on tap adaptors, 

































































| 260 
couplers, sprays, nozzles 
and guns. Features the 
Neta Long Caw grip ring. 
EZ UNIVERSAL HOSE 
FITTINGS SET 12MM 
Comprises of two brass 14.27 | 5277 


EZ hose connectors and 
universal tap adaptor. 
Features the Neta Long 
Claw grip ring. 


=) EZ UNI HOSE FITTINGS SET 
- CHROME 12MM 


Comprises two chromed 
brass EZ hose connectors 
and universal tap adaptor. 
Features the Neta Long Claw 


grip ring. 


IM 


























14 
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Garden Hose Fittings 





Brass Click-On Hose Fittings 18mm 

















\ a 
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UNIVERSAL TAP 
ADAPTOR 18MM 

Fits 18mm click-on hose 
connectors and screws 


onto 34” or 1” tap outlets. 


3/4,” TAP ADAPTOR 
18MM 

Fits 18mm click-on hose 
connectors and screws 
onto 34” tap outlets. 


1” TAP ADAPTOR 18MM 
Fits 18mm click-on hose 
connectors and screws 
onto 1” tap outlets. 


UNIVERSAL SWIVEL 
TAP ADAPTOR 18MM 
Fits 18mm click-on hose 
connectors and screws 


onto 34” or 1” tap outlets. 


Outlet swivels to avoid 
kinking. 


EZ HOSE 
CONNECTOR 18MM 


Fits 18mm hose and 
connects to 18mm 
click-on tap adaptors, 
couplers, sprays, nozzles 
and guns. Features the 
Neta x-Stream lock ring. 


EZ HOSE JOINER 18MM 


Fits 18mm hose to join 
two hoses or repair split 
hose. Features the Neta 
Long Claw grip ring. 


2 END COUPLER 18MM 


Allows two hoses to be 
joined by 18mm click-on 
connectors. 


34" SPRAY ADAPTOR 
18MM 

Screws into sprinklers, 
Sprays or guns making 
them suitable for 18mm 


click-on hose connectors. 
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Garden Hose Fittings 





Brass Screw-On Hose Fittings 18mm 








34” SCREW TAP 
ADAPTOR 18MM 
Fits 18mm hose and 
screws onto 34” tap 
outlets. 























1” SCREW TAP 
ADAPTOR 18MM 

Fits 18mm hose and 
screws onto 1” tap outlets. 











PACK TYPE ARTICLE NUMBER PART NUMBER 0) db] Od ae a ed BARCODE 


Sesto iam sominer 6 qi 421 | II] 
14 











14 
ie sor ns se ll 1421 | 

SCREW HOSE CONNECTOR 

Fits 18mm hose and 1421 


1450 
connects to 18mm click-on 
tap adaptors, couplers, 
Sprays, nozzles and guns. 


Features the Neta X-Stream 
lock ring. 




















SCREW HOSE JOINER 
18MM 


Fits 18mm hose to join 
two hoses or repair split 
hose. Features the Neta 
X-Stream lock ring. 

















145 


esto sm swam 6 ll 421 























@ a> «a a) af 


3/4" SPRAY ADAPTOR 
SRE TN AMT A 
screws into sprinklers, 
Sprays Of guns. 
Brass Barbed-Tail Hose Fittings 18mm BP 





A 























1” TAP ADAPTOR 18MM 
BARB & CLAMP 
Fits 18mm hose. Screws 


onto 1” tap outlets. Hose 
clamp is included. Includes 
hose clamp. 














Mi 















HOSE CONNECTOR 18MM 

BARB & CLAMP 

421 | 145 

Fits 18mm hose and connects 

to tap adaptors, couplers, sprays, 


nozzles and guns. Hose clamp is 
included. Includes hose clamp. 











aR 


Brass Click-On Hose Fittings Set 18mm 

















EZ UNIVERSAL HOSE 
FITTINGS SET 18MM 
Comprises two EZ 
hose connectors and a 
universal tap adaptor. 
Features the Neta Long 


Claw grip ring. 
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Multi Outlet Taps 





Plastic & Metal Universal Multi Outlet Taps 


METAL UNIVERSAL TWIN 
Converts one 34” or 1” tap | 2 | | 5 


01482 
outlet into two outlets for 
3/4" screw-on fittings. 


PLASTIC UNIVERSAL TWIN 

sonia a | 
Converts one 34” or 1” tap 

outlet into two outlets for 

12mm connectors. 


UNIVERSAL 4-WAY TAP 
Converts one 34” or 1” tap AM || 
outlet into four outlets 14212 


for 34” screw-on fittings. 
Supplied with two 34” 
tap adaptors for click-on 
connections. 


Brass Universal Multi Outlet Taps 


BRASS TWIN TAP 

UNIVERSAL CLICK-ON 12MM 

Converts one 34” or 1” tap 

outlet into two outlets for 12mm click-on 
























































013 








I 











01382 











| 






connectors. Easy to operate — large double-sided 
handles on taps, wings on inlet tap fitting. 


BRASS TWIN TAP 
UNIVERSAL SCREW-ON 


I 

















013 





Converts one 34” or 1” tap 
outlet into two outlets for 34” screw-on 
fittings. Easy to operate — large double- 
sided handles on taps, wings on inlet 
tap fitting. 


BRASS 2-WAY TAP 
Converts one 34” or 1” tap 1421 | 01384 
outlet into two outlets for 34” 























screw-on fittings. Suitable 
for two tap timers. Easy to 
operate — large double-sided 
handles on taps, wings on 
inlet tap fitting. 


BRASS 3-WAY TAP 
UNIVERSAL SCREW-ON 
















Converts one 34” or 1” tap 
outlet into two outlets for 34” screw-on fittings 
and one outlet for 12mm click-on connector. 
Easy to operate — large double-sided handles 
on taps, wings on inlet tap fitting. 





BRASS 4-WAY TAP 
UNIVERSAL SCREW-ON 


42 














1 MT 


Converts one 34” or 1” tap 2 


outlet into three outlets for 34” screw-on 
fittings and one outlet for 12mm click-on 
connector. Easy to operate — large double- 
sided handles on taps, wings on inlet tap 
fitting. 
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neta 


Garden 


Nozzles, Guns & Wands 


Neta's range of spray guns, jet guns, nozzles & wands is manufactured to high quality 
standards using UV Stabilised plastic and durable metal & solid brass. The range has 
been designed to suit the harsh Australian and New Zealand outdoors and all the 
products are supported by the Neta No Break guarantee: 5 year warranty on all plastic 
and metal products and a 20 year warranty on brass nozzles. 


Spray patterns for every watering application. 





Jet & Flat Spray 


for cleaning purposes 


Trigger action to suit all customers. 


qe. 


Rear trigger guns 
for the price-conscious 
gardener 


Soft Spray 


for garden watering 


F 


ront trigger gun 
for gardeners with 
exacting needs 


* ergonomic design 
* integrated trigger lock 
* non-slip rubber grip 





Bubble Jet/Flood Spray Mist 


for filling jobs & pot plants for delicates 


Heavy Duty Guns 


for tough wash-down jobs 


ft a 


Available as 12mm or 18mm. 
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Nozzles, Guns & Wands 





Plastic Nozzles o> 








PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


“te! minnie somes Ml 4212 IH] 


150 
¢ 2 spray patterns. Adjust from a spray to a jet stream. 
¢ Ideal for cleaning jobs. Suitable for watering garden beds. 
¢ Made from UV stabilised plastic for long life. Durable construction 
18mm click-on fittings. 


for Australian conditions. 
¢ Made in Australia. 
| se sRoe weno serena gw, l| 42 1 
- Adjusting the barrel varies the 
spray pattern from a strong jet 
to a fine mist. 


NEW! 
ADJUSTABLE NOZZLE 
12MM CLICK-ON 


























Click into 12mm hose 
connector or water stop. 


18MM CLICK-ON 

















| 


145 





Plastic nozzle connects to 


| HI-FLO ADJUSTABLE NOZZLE 


Brass Nozzles 56" 





HI 




















14547 


14548 


JET NOZZLE 12MM CLICK-ON 
Solid brass nozzle producing 
a powerful jet of water. Clicks 


onto 12mm hose connectors. 


JUMBO NOZZLE 12MM 
CLICK-ON 

Solid brass, easy-grip hand- 
held nozzle with extra water 


flow and adjustable spray. 
Adjusts from a fine mist to a 
Straight jet of water. 


JUMBO NOZZLE 18MM 
CLICK-ON 
Solid brass, easy-grip hand- 145499 







I 


























flow and adjustable spray. 
Adjusts from a fine mist to a 
Straight jet of water. 


34” JUMBO NOZZLE 
SCREW-ON 


Solid brass, easy-grip hand- 
held nozzle with extra water 
flow and adjustable spray. 
Adjusts from a fine mist to a 
Straight jet of water. 


Metal Nozzles 




















Il 


1455 


held nozzle with extra water 
Yi ReGOK—mweOD sores a ll 1421 | 








METAL FIRE HOSE NOZZLE 
Adjusts from a fan pattern to a 31421 01623 
jet stream. Rugged construction. For 


use with Neta 20mm fire hose. When 
fitted to a Neta fire hose the hose 

and nozzle complies with Australian 
Standard AS/NZS 1221 with a minimum 
flow rate of 0.45 litres/second at 
150kPa. 
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Nozzles, Guns & Wands 





Plastic Back Trigger Guns => 

























































































JET GUN 
ae eon 1/Labelled - RR Box MH/ZSPWOGOI2 ~—=«-9367478501 20 80 MIMI | KI Mtl 
Durable entry level plastic 913142121013590 
trigger gun suitable for general 
applications. 
NEW! 
ADJUSTABLE JET GUN 
12MM CLICK-ON 1/Blister - Hangsell © MH/SHJGARP12 967709001 10 40 || | 
91314212'150257 

¢ 2 spray patterns. Ideal for cleaning jobs. Suitable for watering garden beds. 

¢ Non-slip rubber handle. Comfortable grip. 

¢ Auto shut-off trigger control. Water saving operation. 

¢ Wire trigger clip. Easy continuous watering. 

_ + Made from UV stabilised plastic for long life. Durable construction for Australian 
conditions. 

NEW! 
7 PATTERN MULTI-PURPOSE 
SPRAY GUN 1/Blister - Hangsell © MH/SHSG7RP12 967708901 10 40 ||| | | MN | | 
12MM CLICK-ON 913142121150288 


¢ Adjustable spray head with 7 different patterns. Quick and easy pattern selection for 
watering garden beds, pot plants and delicates/seedlings. Suitable for cleaning jobs. 
¢ Non-slip rubber handle. Comfortable grip. 
¢ Auto shut-off trigger control. Water saving operation. 
¢ Wire trigger clip. Easy continuous watering. 
_« Made from UV stabilised plastic for long life. Durable construction for Australian 
conditions. 





Multi-purpose guns are ideal 
for watering garden beds, pot 
plants and delicates or seedlings. Also 
suitable for cleaning jobs. 





| 


— i. 


» \ f ; ui | | = f 
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Nozzles, Guns & Wands 





Plastic Front Trigger Guns E> 








PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 




































































NEW! 
ADJUSTABLE JET GUN 
12MM CLICK-ON 1/Blister - Hangsell MH/SHJGAFP12 967709101 6 60 {ll | | MII 
yy. 91314212'150240 
se 
; 7 D ¢ 3 spray patterns. Ideal for cleaning jobs. Suitable for watering garden beds, pot 
plants and delicates/seedlings. 
¢ Ergonomic front trigger with integrated lock. Convenient continuous watering. 
_ © Soft non-slip handle. Comfortable grip. 
¢ Adjustable flow dial. Flexible water flow control. 
= ¢ Made from UV stabilised plastic for long life. Durable construction for Australian 
i conditions. 
NEW! 
5 PATTERN MULTI-PURPOSE 
SPRAY GUN 1/Blister - Hangsell © MH/SHSGS5FP12 967709201 6 60 MH | | | | 
12MM CLICKCON 91314212'150271 


¢ Superior multi-purpose spray head with 5 spray patterns including gentle bubble jet 
action for filling. Ideal for filling jobs, watering garden beds, pot plants and delicates/ 
seedlings. Suitable for cleaning tasks. 


| \ ¢ Ergonomic front trigger with integrated lock. Convenient continuous watering. 





¢ Soft non-slip handle. Comfortable grip. 
¢ Adjustable flow dial. Flexible water flow control. 
_* Made from UV stabilised plastic for long life. Durable construction for Australian 
- conditions. 





Jet guns are ideal for cleaning jobs. 
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Nozzles, Guns & Wands 





Metal Front Trigger Gun => 








PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 


oneal sae sree 6 91514212 


* 3 spray patterns. Ideal for cleaning jobs. Suitable for watering garden beds, pot 
plants and delicates/seedlings. 

¢ Solid metal body. Robust construction for long life. 

¢ Ergonomic front trigger with integrated lock. Convenient continuous watering. 

¢ Soft non-slip handle. Comfortable grip. 

¢ Adjustable flow dial. Flexible water flow control. 

¢ Made from UV stabilised plastic for long life. Durable construction for Australian 
conditions. 





NEW! 
ADJUSTABLE JET GUN 
12MM CLICK-ON 











NEW! 

5 PATTERN MULTI-PURPOSE 
SPRAY GUN 

12MM CLICK-ON 

















¢ Superior multi-purpose spray head with 5 spray patterns including gentle bubble jet 
action for filling. Ideal for filling jobs, watering garden beds, pot plants and delicates/ 
seedlings. Suitable for cleaning tasks. 

¢ Solid metal body. Robust construction for long life. 

¢ Ergonomic front trigger with integrated lock. Convenient continuous watering. 

¢ Soft non-slip handle. Comfortable grip. 

¢ Adjustable flow dial. Flexible water flow control. 

¢ Made from UV stabilised plastic for long life. Durable construction for Australian 
conditions. 











Metal Heavy Duty Guns 


* Suitable for domestic household use only. RE 


PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 
weavy oury spray cuy ccc Loroer ary | c1N ary 
() 


cht un sit “Vata meer roms ese) Ml! ll Il | 
14212 5 8 


Robust gun suitable for 

washdown or garden 0160 
watering.” Lever action 

on/off. Adjusts from spray 

to stream. Maximum 

operating pressure 1200kPa. 





















































wash-down or garden 
watering.” Lever action on/ 
off. Adjusts from spray to 
stream. Full size 18mm gun 
for increased flow. 
Maximum operating pressure 
1200kPa. 


HEAVY DUTY SPRAY GUN 
18MM CLICK-ON 
@) m Robust gun suitable for i | 01545 
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Nozzles, Guns & Wands 





Spray Wands cae 
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£5 

C2 
NEW! 
9 PATTERN MULTI-PURPOSE 
SPRAY WAND 60CM 1/Tiecard MH/SHSW56012 967709601 6 24 MI | HI | | 
12MM CLICK-ON 91314212!1150318 








¢ Multi-purpose head with 9 patterns. Ideal for distance watering, watering 
garden beds, pot plants, hanging baskets and delicates/seedlings. Suitable for 
cleaning. 

* 60cm reach & 180° swivel head. Long arm to water hard to reach areas. Swivel 
head to target water spray. 

¢ Adjustable flow lever and with on/off action. Convenient water control. 

¢ Soft non-slip handle. Comfortable grip. 

¢ Made from aluminium and UV stabilised plastic. Lightweight and durable 
for long life. 


Wands are ideal for watering 


hard-to-reach garden beds and hanging 
pot plants. 























NEW! 

9 PATTERN MULTI-PURPOSE 

SPRAY WAND 90CM 1/Tiecard MH/SHSW59012 =: 967709701 6 24 ||| | | HII | 
12MM CLICK-ON 9113142121150325 


¢ Multi-purpose head with 9 patterns. Ideal for distance watering, watering 
garden beds, pot plants, hanging baskets and delicates/seedlings. Suitable for 


cleaning. 
* 90cm reach & 180° swivel head. Long arm to water hard to reach areas. Swivel 


head to target water spray. 

¢ Adjustable flow lever and with on/off action. Convenient water control. 

¢ Soft non-slip handle. Comfortable grip. 

¢ Made from aluminium and UV stabilised plastic. Lightweight and durable 
for long life. 


SWIVEL 


180° 


neta 
Sprinklers 


Neta has an extensive range of high performance sprinklers to suit many different applications. Neta 
uses UV stabilised plastic and tough, durable metal to ensure a long product life and the ability to 
withstand harsh Australian & New Zealand conditions. There is a Neta sprinkler for every garden 
application, all of which give gardeners a uniform coverage when watering. 




















Neta offers a variety of options for sprinklers 


— Metal or plastic 

— Built-in or separate base 

— Base style - wheels, spike or high legs 

— Diverse range of coverage areas 

— Pattern - round, fan, adjustable round, rectangular 
or adjustable rectangular 

— Adjustable pattern versus a fixed pattern 


See the pattern selection guide below 
for easy selection of garden sprinklers. 
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Sprinklers 





Fountain Sprinklers = 











5987 


























covers a circle of up to 9.5m 


Syd estan sown) 5 l| 1421 | 
diameter. 
- Supplied with plastic 12mm click- 
on spray adaptor. 
Discharge at 175kPa is 17Lpm. 
gpm sss een 8 Hil 2 1 | 
covers a circle of up to 9.5m 
diameter. 
Fitted with brass 12mm click-on 
spray adaptor. 
- Discharge at 175kPa is 17Lpm. 


Sprinkler on Spike 


FOUNTAIN SPRINKLER 
12MM CLICK-ON 
| 
) - Gentle fountain spray that 
foe , 
fa) 


_ PLATINUM FOUNTAIN 
SPRINKLER 
12MM CLICK-ON 














KI 


1459 





- Gentle fountain spray that 





FANJET SPIKE 180° 
SPRINKLER 
12MM CLICK-ON 




















Popular and economical 
half-circle sprays. 
- Spray coverage up to 2.6m radius. 
* Connects to 12mm click-on fittings. 
Discharge at 175kPa is 11Lpm. 


Circular & Pattern Sprinklers 


8 PATTERN SPRINKLER 
- 8-pattern selections to 1421 | 


suit any watering requirements. 
- Select patterns by rotation of sprinkler insert. 
* Connects to 12mm click-on fittings. 
Discharge at 175kPa is 15Lpm. 


TRIPLE ARM SPRINKLER 
12MM CLICK-ON 
1421 | 


Rotating triple arm with 
adjustable arms for coverage control. 
- Whirling action for uniform water coverage. 
- Covers a circle of up to 10.4m diameter. 
Discharge at 175kPa is 10Lpm. 


Rotating triple armona ee ll 1421 | 


plastic skid base with moulded click-on 
connection. 

* Covers a circle of up to 12m diameter. 
Discharge at 175kPa is 11Lpm. 












































141 





TRIPLE ARM SPRINKLER 
12MM CLICK-ON 











A 
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Sprinklers 





Circular & Pattern Sprinklers => 





PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


314 | 1 | | 1458 
Fast rotating head provides excellent water 
distribution without dry shadows. 
- Metal base 
- Covers circle of up to 11m diameter. 
Discharge at 175kPa is 16Lpm. 


STRATUS BUTTERFLY 
SPRINKLER 
12MM CLICK-ON 



































Oscillating Sprinklers en 





























PLASTIC UV STABILISED 
12MM CLICK-ON 
. : : ; 142 1 


Gear-drive operation with | ! 


individual side adjustment. 
Provides even coverage of a rectangular area, approximately 12 x 11m. 
Left, right and middle swing patterns. 
- Comes with cleaning spike and built-in filter for easy cleaning. 
- Made from UV stabilised materials for long life. 
Discharge at 175kPa is 13Lpm. 


SOLID METAL 
12MM CLICK-ON 
. 421 | 


16 brass spray nozzles 
- Gear-drive operation with 
individual side adjustment. 
Provides even coverage of a rectangular area, approximately 12 x 11m. 
Left, right and middle swing patterns. 
- Comes with cleaning spike and built-in filter for easy cleaning. 
- Made solid metal and aluminium materials for long life. 
Discharge at 175kPa is 13Lpm. 

















141 





Impulse Sprinklers 





IMPULSE SPRINKLER 
ON WHEEL BASE 
12MM CLICK-ON 





Durable construction with a brass impact head and 
rustproof materials used throughout. 
Full or part-circle spray adjustments. 

- Metal base 
Full circle coverage of up to 15.5m diameter. 
Discharge at 175kPa is 11Lpm. 











PLATINUM IMPACT 
SPRINKLER ON STEP SPIKE 
12MM CLICK-ON 








Durable, all-metal sprinkler features full or part- 

circle spray adjustments 

Easy-to-use metal step spike — ideal for hard soil. 
- Covers circle of up to 26m diameter. 

Discharge at 175kPa is 11Lpm. 
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Sprinklers 





Sprinkler Heads <p 





PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 


12" BSP FEMALE STRATUS 
BUTTERFLY SPRINKLER HEAD 


14590 
Fast-rotating head provides 
excellent water distribution and 
no dry shadows. 
- Covers circle of up to 11m 
diameter. 2” BSP female inlet 
thread. 
Discharge at 175kPa is 16Lpm. 


_voeged- Rms soon 5a l| 1421 | 


Brass impact head with %2” BSP 
male inlet thread and full or 
part circle adjustment. 

- Covers circle of up to 24m 
diameter. 
Discharge at 175kPa is 11Lpm. 
































I 





2” BSP MALE 
PULSER IMPULSE 
SPRINKLER HEAD 











14589 

















Sprinkler Bases 





SLED BASE 
3/4"BSP FEMALE INLET 
X %2” BSP FEMALE OUTLET 


UU 









































- Versatile plastic sprinkler base. 
Large footprint and added weights ensure stability. 


EXTENDABLE TRIPOD 
BASE - SUITS 12MM HOSE 
; ee 421 | 


Durable construction with 
metal legs and quality brass fittings. 
Features heavy duty plastic ground stakes for 
securing into place. 

- 0.9m adjustable stand. 
Ideal for large gardens and lawns. 

- Attach any sprinkler head using a 2” BSP 
male thread. 

- Suitable for 12mm garden hose. 





084408 
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Sprinklers 





Weepa Hose 








rubber. 

Fitted with a water 

pressure reducer to provide AM Mil | ll 
a uniform distribution 

along the full length of the 142172 


46561 
hose. 
Water droplets sweat 
through its walls, slowly || | I 
watering the surrounding 
area. 9314212 


Discharge at 175kPa is 2.0 Lpm 

































































2d 


Sprinkler Hose Ep 


Tinted — iio sense wo l| MI Il iil 





A unique ‘flat’ profile hose 
with twin stripes to clearly 
show which side is up. 
Hole pattern is designed 
to ensure even spray 
coverage. 

Supplied fitted with stake 
to hold the end in place 
End cap to flush the hose 
or for joining two sprinkler 
hoses together. 

The fittings are fully 
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compatible with standard 421 | 65 

13mm micro irrigation 

fittings. 

for fast, tangle-free, 9 LE Ta 


convenient and compact 
storage. 

Easy to lay out and wind up. No more tangles or twists. 

Made from UV stabilised materials. 

For extension use 3/4 inch FBSP hose connector 12mm (967573701). 


Deep Watering 





DEEP WATERING KIT 


applying water directly 1421 | 
to root zone where it is most needed. 

Bury beside the tree or shrub when being planted. 

Supplied with grate to prevent blockage. 

Tube can be cut to length. 

















0151 
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neta 
Mechanical & Electronic 


Tap Timers 


Neta's tap timers range is designed to save time & water. Set a time to deliver the correct 
amount of water at the best time of day to avoid over watering or watering outside 
allocated times. Automating watering saves customers time from hand watering. Made 


from UV stabilised materials, Neta’s tap timers are suited to the harsh Australian and New 
Zealand outdoors. 








Neta’s tap timers are designed to meet consumer needs. 

¢ User-friendly with large programming interface 

¢ Flexible: use for one and two water zones 

¢ Automatic operation of mobile sprinklers, irrigation & misting systems 


Mechanical Tap Timers Electronic Tap Timers 

¢ Runtime up to two hours ¢ Large LCD display & non-slip rubber button 

¢ Large rubber non-slip rotary ¢ 11 predefined programs for flexible programming 
programming dial ¢ Bypass function for manual watering 

¢ Bypass function for manual watering ¢ Rain Delay function 


¢ Battery indicator 


In the event of predicted rainfall, 


the Rain Delay function can 
be set to delay programmed RAIN DELAY 
watering up to 7 days. FUNCTION 
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Timers & Water Control 





Mechanical Tap Timers 


2 HOUR SOFT GRIP 
TAP TIMER 
12MM CLICK-ON 


cu 141187 
¢ Ergonomic, non-slip dial made from TPR (thermo plastic rubber). 
¢ Set to water for up to 2 hours with the option of manual override 
function. 
¢ Fits %4" & 1" tap outlets. Suits 12mm click-on. 
¢ Max Operating Pressure 600kPa 





















































2 HOUR SOFT GRIP 
TWIN TAP TIMER 


























12MM CLICK-ON 1421 141 
¢ Ergonomic, non-slip dial made from TPR. Tap Timers 
¢ Set to water for up to 2 hours with the option of Intended for cold water use only. 


nmanual-eveltide fanction. Do not use with water exceeding 38°C 


¢ Water two zones at once from a single tap. 
¢ Fits 3%" & 1" tap outlets. Suits 12mm click-on. 
* Max Operating Pressure 600kPa 


Electronic Tap Timers 





NEW! 


ELECTRONIC 
ONE ZONE TAP TIMER 
12MM CLICK-ON 


¢ 11 watering cycles and up to 240 minutes watering duration. Flexible and easy programming for 
different watering applications. 

¢ Large LCD screen and non-slip rubber button. Easy to use interface. 

¢ Rain Delay function. Delays watering up to 7 days in wet weather without reprogramming. 








¢ Bypass for manual watering. Water manually without interrupting set programming. 
¢ Water proof housing. 

¢ Made from UV stabilised plastic. Durable construction for Australian conditions. 

¢ Screw onto 3/4" or 1" threaded tap. 

¢ Maximum operating pressure 800 kPa. 

¢ Requires 2 x AA alkaline batteries (not included) 





NEW! 


ELECTRONIC 
TWO ZONE TAP TIMER 
12MM CLICK-ON 9 


* 11 watering cycles and up to 240 minutes watering duration. Flexible and easy programming for 
different watering applications. 

¢ Large LCD screen and non-slip rubber button. Easy to use interface. 

¢ Two watering zones. Automatically water two areas from a single tap outlet. 

¢ Rain Delay function. Delays watering up to 7 days in wet weather without reprogramming. 








WH 215 
































0301 


¢ Bypass for manual watering. Water manually without interrupting set programming. 
¢ Water proof housing 

¢ Made from UV stabilised plastic. Durable construction for Australian conditions. 

¢ Screw onto 3/4" or 1" threaded tap. 

¢ Maximum operating pressure 800 kPa. 

¢ Requires 2 x AA alkaline batteries (not included). 
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neta 









Flose Hangers, 
Reels & Trolleys 





Hose hangers, reels & trolleys are great for keeping hoses neat & make them safer & easier to use. 
Neta has a hose storage device to suit every budget, from simple hose hangers to heavy-duty reels 
and a trolley for transporting heavy hoses around large gardens. Careful storage reduces the risk of 
kinking and knotting and will keep garden hoses performing well for many more years. 


Hose Hangers 

Hose hangers are the most basic storage 
system. They require a bit more effort than a 
reel, but are an excellent option for the budget- 
conscious home owner. Neta offers a range of 
hose hanger colours from the aluminium to UV 
stabilised plastic. 


Aluminium hose hangers can also be used for 
hanging ladders, tools or bicycles. Neta also has 
a range of plastic hose hangers that incorporate 
Storage for sprinklers and guns. 


Hose Reels and Trolleys 

Hose reels and trolleys are the ultimate storage device. 
They are easy to use and keep the hose 

twist-free which prevents kinking. Neta’s 12mm hose 
reels are made from light-weight, corrosion-free 
aluminium, UV stabilised plastics heavy duty hose 
Stainless steel reels. 


Hose trolleys allow for the movement of hose 
anywhere in the garden and allow for storage of hose 
when not in use. Neta reels and trolleys require some 
assembly and come with instructions for setup. 
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Hose Hangers, Reels & Trolleys 





Plastic & Aluminium Hose Hangers 


. bi. oo : 















































014962 


- Can be easily fixed to ae | | 
walls, fences or posts, for tidy storage of 
garden hoses. 

- Sprinklers or guns can be hung from storage 
slots under hanger. 

- Made fron UV Stable materials. 

- Holds up to 30m of 12mm hose. 

- Requires 8 gauge screws (not included). 





PLASTIC HEAVY DUTY 
HOSE HANGER 


- Ideal as wall mounted 
hose hanger with a handy storage shelf for extra 
hose accessories. 

- Made fron UV Stable materials. 

- Holds up to 45m of 12mm hose. 

- Requires 8 gauge screws (not included). 





ALUMINIUM HOSE 
HANGERS 


MM 





Il 


- No-rust aluminium hanger 
which can be easily fixed 
to walls, fences or posts 

- Tidy storage of ladders, 
hoses, outdoor chairs, 
bikes etc. 

- Requires 8 gauge screws 
(not included). 











Stainless Steel Hose Hangers 






































STAINLESS STEEL HOSE 
- Frame made from 304 mn ae 


Stainless steel materials. 

* Quality guaranteed for 5 
years. 

- Holds up to 50m of 12mm 
hose or up to 30m of 18mm 
hose. 

- Requires 8 gauge screws 
(not included). 
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Hose Hangers, Reels & Trolleys 





Plastic Hose Reels & Sets 


Somme cynorooRT se MINI 12 Il | 
Durable 8mm braided hose 


46588 
with Multi-Pattern Spray Gun. 
Ideal for small balconies, courtyards or 
even the boat. 
Fittings suitable for both 34” and 1” outlet 
taps. 
Individually shrinkwrapped. 


NEW WAVE HOSE REEL 
SUITS 12MM HOSE 
; : 1421 | 


* Quality plastic and metal 
construction. 
Holds up to 30 metres of 12mm 
garden hose. 

* Connects to 12mm click-on hose 





STOWAWAY COMPACT 
HOSE 10M 





















































0134 





ww 
































connectors. 
PORTABLE HOSE REEL SET 
12MM X 15M HOSE 
& FITTINGS vn 14128 


Includes 15m of garden hose, nozzle, 
tap adaptor, hose connector and water 
stop. 
Free standing or wall mountable. 

- Great overall set suitable for all 


watering applications. 
Does not include hose reel connector set. 


SIDEWINDER HOSE REEL 
SUITS 12MM HOSE 
- Easy to use sidewinder ee | 
hose reel made from UV stabilised materials. 
Free standing or wall mountable- screws and wall 


plugs included. 
- Suitable for up to 50m of 12mm hose. 
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Plastic Hose Trolley 


NEW WAVE HOSE 
TROLLEY SUITS 12MM 
HOSE 


etn soon se 
* Quality plastic and metal 
construction. 
Holds up to 30m of 12mm hose. 
Hose trolley is free standing or wall 
mountable. 
- Move from tap to tap and unwind with a 
simple pull. 
Easy to assemble, instructions supplied. 























141 
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Hose Hangers, Reels & Trolleys 


Stainless Steel Reels > 


HOSE REEL 
STAINLESS STEEL 
- Ability to be freestanding, 1421 | 


1 | 
wall or floor mountable. 
- Made from 304 stainless steel. 
- Holds up to 50m of 12mm hose or up to 30m of 
18mm hose. 
* Quality guaranteed for 5 years. 
- Includes hanger bracket. 
- Suitable for domestic use. 


WALL MOUNT STAINLESS 
STEEL HOSE REEL 
- Made from 304 stainless 421 


steel. 

- Large base for wall mounting. 

- Stainless steel screws included. 

* Quality guaranteed for 5 years. 

- Holds up to 100m of 12mm hose or up to 50m of 
18mm hose. 

- Includes 1.8m connection hose. 

- Suitable for domestic use. 
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Stainless Steel Trolley SF 


HOSE TROLLEY 
STAINLESS STEEL 
- The perfect watering bee | Ve 


141 
companion, this reel is ergonomically designed. 
- Made from 304 stainless steel. 
- Easy for gardeners to transport around the yard. 
- Quality guaranteed for 5 years. 
- Holds up to 50m of 12mm hose or up to 30m of 
18mm hose. 
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Hose Hangers, Reels & Trolleys 





Hose Reel Accessories 


- Convenient accessory for | | 
mounting a hose reel onto I 


015 
a wall. 
Holds the hose reel in place while unrolling the 
hose. 
Storage slots for nozzles and sprinklers. 


Suits most metal frame hose reels. 
Requires 8 gauge screws (not included) 



































14144 











HOSE REEL GUIDE 
PLASTIC 
: ; 142 1 | 6 


Convenient accessory for 

any wall mounted hose reel. 

Keeps hose aligned when unrolling at any angle. 
Narrow opening prevents fittings from passing 
through. 


Suits both 12mm and 18mm hose. 
Requires 10 gauge screws (not included) 




















HOSE REEL CONNECTOR 

SET 12MM PLASTIC 
- Convenient method for 1421 | 01.227 

connecting a hose reel to a tap. 

Includes 1.5m of quality hose and two Neta plastic 


12mm click-on hose connectors. 


OC 
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neta 
Rain Gauges 








Rain gauges provide the ability to determine how much extra water a garden actually 
needs to supplement rainfall and to avoid over watering. Neta's rain gauges are easy to 
install & read and the professional rain gauge includes a rainfall recording chart. There is 
a rain gauge to suit customer's budget and level of expertise. 





Looking at nature as a = @ 


10mm of rainfall is considered 
good for the garden in most 
areas. Rainfall of 10mm is the 
same as 10 litres of water spread 
evenly over a square metre of 
garden. 








arden 


M——— eof 
1 metre of garden met 


A comprehensive range of hoses and adaptors are available to connect to existing rainwater piping. 


PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


7 EASY RAIN GAUGE 
- 120MM 


HM 014993 
- Plastic rain gauge can be mounted on walls, posts or placed into the 
ground with a spike. 
- Measures up to 120mm of rainfall. Perfect accessory for any garden. 





















































BACKYARD RAIN GAUGE 
1421 


i 0162 
ER - Tapered gauge for accurate measuring of low rainfall. 
= | i 


- Measures up to 150mm of rainfall. 
- Supplied with stainless steel screws and rainfall chart. 




















KI 











0163 














PROFESSIONAL 
RAIN GAUGE 
- 250MM 1421 | 62 


- Small diameter inner cylinder for accuracy. 

- Large outer cylinder for increased capacity. 

- Measures up to 250mm of rainfall. 

- Supplied with stainless steel screws and rainfall chart. 
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Irrigation 


neta 


An irrigation system is the and still 
A Neta irrigation system assists customers in building a custom irrigation system that 
ensures Neta’s Retail Ready system 


makes it easy for your customers to select components and simple for retailers to order, display and 
carry an extensive range of garden irrigation fittings. 





The time and money spent in the initial 
setup will be rewarded by the 

by having an efficient 
system in place. 


A ifrigation system can be to 
further enhance its convenience. When 
programmed, it will quietly turn itself 
on and off whenever the garden needs 
water and allows gardeners to get on 
with other jobs. 
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Always overlap sprays & sprinklers spray patterns evenly to ensure consistent water coverage. 
Make sure that sprays, sprinklers & drippers do not water unnecessary areas including paths or building areas. 


Use a Neta mechanical or electronic tap timer to control the time and the amount of water used for a water 
efficient garden. 


Mulch garden beds and choose drippers to water the root zone directly and reduce water evaporation. 
Give lawns a good soaking two to three times per week, rather than a light daily watering. 


It is best to water at dusk or dawn to reduce water evaporation and maximise the amount of water that 
reaches the plants root zone. 


Don't mix drippers (suitable for low pressure) with sprinklers or sprays on the same line as they have different 
flow rates. 


Don't use too many drippers or sprays on one line as this will reduce performance. 
Ensure your water supply has enough capacity to support your sprays or drippers. See our 


Check your water flow rate from the water supply using the 9L bucket test Irrigation 
(Neta Irrigation Planner). Planner 
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Retail Read 


A Neta Retail Solution 


The Four Easies 
Easy to Order 


Neta’s Retail Ready range is designed to make it simple for you or your staff to order. 
Each pack features a scannable barcode and quantities on the front of the box to ensure 
you get the right product when you place your order. 








y 





Easy to Open 

Neta’s Retail Ready packaging makes it easier and quicker for you to stock or replenish 
your in-store displays. Our packaging allows easy opening without the aid of tools such 
as knives-just tear along the clearly marked perforations to reveal a neat shelf-ready 
unit. The discarded lid and box are recyclable. 


Easy to Shelf 


Neta’s Retail Ready range gives you a quicker, faster, simpler and Neta solution than 
decanting individual products and messy displays. When you receive your Retail Ready 
packs you simply open the pack and place it on the shelf- no shelf labels required, all 
the information is on the box label. Our Retail Ready is modular, so takes less valuable 
shelf space than our competitors packaging and creates an eye-catching layout. 


Easy to Shop 


Neta’s Retail Ready range eliminates purchase barriers. Our packaging allows the 
customer to easily self-select the product and variant with ease, increasing sales. 








Neta’s Free Irrigation Planner 


For the retailer 

e Increases sales - easy for customers to identify 
& choose products. 

¢ Easy to display - supplied in a ready retail box. 

e Free-of-charge - delivered with order. 


For the customer 
Helps to create a care-free irrigation system. 
Assits to choose the right product for each application. 






Free printed Irrigation Planners 
in-store. Order now! 





To order your starter kit, which consists of a Retail Ready box and 2 : 
packs of brochures, add the order code 588318101 to your next order. neta FREE | 


inigation =| 
Planner (jy 7m 


Re-ordering is simple, just scan the re order code on the box and a 
fresh box with 50 brochures will be dispatched with your next order. 





eee el om 
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Irrigation product 








Riser tube 


GardenDrip 


Irrigation fittings 


Micro sprays & sprinklers 


so neta 


Accessories 


Fittings designed to be used with lo density poly pipe supply lines with max Operating Pressure 300kPa. Water temperature should not to exceed 35°C". 
“Higher water temperatures reduce kPa. 


LDPE 


PVC 


25m, 50m & 100m 


The most comprehensive 
range of barbed and threaded, 
nuts and tails, joiners, tees, 
elbows and valves 


Range of different fixed or 
adjustable spray patterns 


Fixed output 

Adjustable output 

Barbed base 

Threaded base 

Complete with stake 
Pressure compensating 
Non-pressure compensating 


Wide range of stake options 


Filters 
Pressure reducers 
Tub outlets 


Cable ties 


neta 


Product Group Product Options Product Features & Uses 





General purpose tube suited to 4mm threaded fittings 


Flexible tube used for tight corners & 
suited to 4mm barb fittings 


Brown LDPE pipe with drippers every 30cm 
Retail packaging contains helpful design information 


Stores can supply whatever the customer needs 


Fixed and adjustable coverage 
Colour coded for flow rate options 


Fixed and adjustable outputs 

Base options - barbed, threaded or complete with stake 
Pressure compensation and non-pressure compensation 
dripper options 


Useful for anchoring irrigation pipe to garden beds 
Connect and support riser tube to irrigation supply pipe 
Support sprays, sprinklers and drippers away from the 
irrigation pipe and above foliage 


Stores can tailor their offering to provide an extensive system 
that will suit their customers requirements. 


Riser Tube 





Flexible PVC Riser Tube 








ae] DULG EAs ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 

















































































































4mm x 5m MI/F04000005 967425001 5 » {lll 
4mm x 10m MI/F04000010 967425101 5 20 ' 
Suited to 4mm barbed fittings. a ee Nae 
Flexible riser tube is more flexible than 
riser tube, and therefore more suited to 
sharp bends or colder weather. 4mm x 25m MI/F04000025 967425201 2 12 
Use for connecting micro irrigation stakes, 
sprinklers and drippers located away from 
the main poly pipe line. 
4mm x 30m MI/F04000030 967425301 2 VW 1 1 - 
9N3 1421 2n4 
4mm x 50m MI/F04000050 967425401 1 12 
2074 
4mm x 100m MI/F04000100 967425501 1 6 
4mm x 250m MI/F04000250 967425601 1 1 
5mm x 30m MI/F05000030 967425801 1 2 
23 
* Low Density Poly Ethylene 
4mm x 5m MI/004000005 967487401 10 10 aM 
14212 06 
4mm x 10m MI/004000010 967487501 10 10 Mm tN Ml 
Suited to 4mm threaded fittings. ye 
Low Density Riser Tube is ideal for connecting 
micro irrigation stakes, sprinklers and drippers 
located away from the main poly pipe supply 
line: 4mm x 25m MI/004000025 967487701 5 5 
4mm x 100m MI/004000100 967487801 3 3 Il Mt 
244 
4mm x 250m M1/004000250 967487901 1 1 
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Drip Line 





GardenDrip 





PRODUCT SIZE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 























ZA) 
13mm x 25m MD/GD1340A30 967385701 5 
13mm x 50m MD/GD1340030 967385601 5 im 
989 
13mm x 100m MD/GD1340B30 967385801 1 











Environmentally Friendly 
- Conserves water: helps use water wisely in narrow garden beds and large landscaped areas 
- Delivers measured amounts of water directly to the root zone 
- Regular dripper spacings ensure an even application of water to the strip of soil being irrigated 
- Promotes deep root growth for tough, resilient gardens 
- Minimises evaporation and prevents water being blown away in the wind 


Easy to Use 
- Drippers pre-installed at 30cm set spacings 
- Anti block drippers 


Easy to Install 
- Works best under a light covering of mulch 
- Fully compatible with standard 13mm micro irrigation fittings 


LITRES PER HOUR (NOMINAL) OPERATION PRESSURE 


4Lph 100 KPa 





=z ANP 


Supplied in convenient ‘handyman’ rolls 
Designed for the DIY irrigation market 
Promotes water-wise garden irrigation 
‘Anti-block’ feature avoids line blockages 


a — ; 
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Irrigation Pipe Fittings 





Barbed Fittings - Joiners 





PACK TYPE ARTICLE NUMBER PART NUMBER 0} 10] OU ae ed BARCODE 


13MM BARB JOINERS 
Barb Joiners. Repairs or 
joins 2 lengths of poly 





































































































| | 1 | 116 
pipe. 
oo oaeT ae a ER 
19MM BARB JOINERS ul 
9431421241 
alee. riser Ho ll 1421 | ed i 
© anon some 20a i MI I 
25MM BARB JOINERS 
94314212") 








1 


42 








a aposams son mf 07005 I 


oo | 
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Irrigation Pipe Fittings 





Barbed Fittings - Reducing Joiners 
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PACK TYPE ARTICLE NUMBER PART NUMBER 0} 0] ede aa Ged BARCODE 


16MM X 13MM BARB 
REDUCING JOINERS 
Joins 2 different size poly 




















































21 | | 70 
pipes. 
19MM X 13MM BARB 
REDUCING JOINERS 
1421 | 116 l 
ae aS ™ 1 











19MM X 16MM BARB 
REDUCING JOINERS 
9N3 1421207 
25MM X 13MM BARB 
REDUCING JOINERS 
1421 | 






























































Lh32 
tk rao ser 0 MI 070142 
25MM X 19MM BARB 
REDUCING JOINERS 
1421 11322 











32MM X 25MM BARB 
REDUCING JOINERS 
21 





070 
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Irrigation Pipe Fittings 





Barbed Fittings - End Plugs 





13MM BARB WITH 
GRIP END PLUGS 


Plugs the end of poly 
pipe. Easy-grip ends to 
remove plug to flush line. 





19MM BARB WITH 
GRIP END PLUGS 


16MM BARB END 
PLUGS 





25MM BARB END PLUGS 


32MM BARB END PLUGS 


PACK TYPE AVA CG Rees) PART NUMBER ORDER QTY | CIN QTY BARCODE 


“Morgans son Mil 1167 | 
aes tor Fen 20h l| 1131 I 
tiki stn 20 1 1421 - 


I 116 
ee 07 


WU 
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72450 
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Irrigation Pipe Fittings 





Barbed Fittings - tees 





PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


NL 
eg moma smn wo 
I 
seta penn som ve oo AI 
NT 
oe aes Fae 
TN HI 
[cae ae eae ee 
I 
ener mmm soso IN 
I 
cesta amin erm om IMT 
Tm) 
ae eee eee 1 
i 
Eee] nee [eae | Ml 
Tm) 
[| ee (ae | 
Tm) 
a ee ee 





13MM BARB TEES 


Used to branch poly pipe of 
the same size. 


































































































16MM BARB TEES 























19MM BARB TEES 


























































1132 
0702 


11326 


07025 


070265 








25MM BARB TEES 






































32MM BARB TEES 




















314212 
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Irrigation Pipe Fittings 





Barbed Fittings - Reducing & Increasing Tees 


16MM X 13MM 
BARB REDUCING TEES 
Used to branch poly pipe of 
















































































Hun 070319 
a different size. 
19MM X 13MM 
BARB REDUCING TEES 
31421 | 116888 

















L132 


0703 1 


a ae I 
| I 










































































































19MM X 16MM 
BARB REDUCING TEES 
9 a 
25MM X 13MM 
BARB REDUCING TEES 
qT 989 
a ee uN 




















| 


25MM X 19MM 
BARB REDUCING TEES 
9131421211 
ek rie soir 20 lf Ml 












































0703 
32MM X 25MM 
BARB REDUCING TEES 
MMT 


UU) 


























11636 


113 


073556 


13MM X 19MM 
BARB INCREASING 
TEES 


Used to branch poly pipe 
of different sizes 


Most commonly used at 
the edge of gardens to 
run a watering line in 2 1421 


directions. 


I 
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Irrigation Pipe Fittings 





Threaded Fittings - tees 


19MM BARB X 12” BSP 

































































FEMALE TEES Labelled - RRBox — ML/RRTTF1915 967549801 20 
Provides a branch with 
female thread. Commonly 
used with articulated risers 
and pop-ups or poly prop Bulk MF/1TF191520 967537601 20 240 
risers and shrub adaptors. 1421 070425 
25MM BARB X 12” BSP 
FEMALE TEES Labelled- RR Box — ML/RRTTF2515 967549901 20 160 

Bulk MF/TTF251520 967537701 20 600 +“ 

9 113142 12N0 


13MM BARB X 12” BSP 


MALE TEES Labelled - RR Box — ML/RRTTM1315 967550001 45 36 
Provides a branch with a 


male thread. Commonly 
used to connect directly to 


oO 





































































































threaded risers with shrub Bulk MF/TTM131520 -: 967537801 20 600 
adaptors & pop-up lawn 
sprinklers. 
19MM BARB X ¥2” BSP ; 
MALE TEES 2/Consumer Pack —piRRTIMi915 «967592301 10 80 
- RR Box 
Labelled - RR Box — ML/RRTTM1915 967550201 30 240 AM + | Mh 
142120113 
Bulk MF/TTM191520 967537901 20 300 
19MM BARB X 34” BSP 
MALE TEES 2/Consumer Pack uperttm920 ©—--967592401 10 80 mI ! " ! l 
- RR Box 
4212117 
Bulk MF/TTM192020 967538001 20 300 
25MM BARB X 12” BSP 
MALE TEES 2/Consumer Pack | wesaRTmM25is 967592501 10 40 
- RR Box 
Bulk MF/TTM251520 967538101 20 700 AM || | tt 
14212070555 
25MM BARB X 34” BSP 
MALE TEES 2 COTS NTU SIL Cr aap p 967592601 15 60 AM || Ml I | | 
- RR Box 
14212011 
Bulk MF/TTM252020 967538201 20 600 AMI | | | 
2121070562 
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Irrigation Pipe Fittings 





Fittings - Tees & Elbows 





PACK ARTICLE NUMBER PART NUMBER 0} db) Od ae Ged BARCODE 





32MM BARB X 12” BSP 
MALE TEES 



























































































































































































Provides a branch with a IM 070579 
male thread. Commonly 
used to connect directly to 
pop-up lawn sprinklers. 
32MM BARB X 34” BSP 
MALE TEES 
31421 | 070586 
Used to create corners in rm | Nea 
poly pipe. 
“tle Roe OND 9a) 1 MI 11309 Mm 
| ik nome sesso 20m l| MI 0706 ll 
Oo © tk name sesxor m9 a0 Ul | | I l| 
14212110706 
— Meet wapaevown sass Ul | l I 
142121116291 























2 


0706 


1131 


070654 


I 


07066 


“atte -8608 ns 50 l| 142 1 
© tk enna som m0 ll 1421 | 


“tle R808 osOH eso ll 1421 | 
| tk non sma 50 31421 
tk ene seem) 0 ll 1421 | 























25MM BARB ELBOWS 
























































32MM BARB ELBOWS 
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Irrigation Pipe Fittings 





Threaded Fittings - elbows 
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PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


“tel Resor rs sates 30 ll 142 1 11 Ml 


eS wi 142 1 


IM 


19MM BARB X 12” BSP 
FEMALE ELBOWS 


Provides a bend with a 
female thread. Has the same 
use as the barb x female 
threaded tee but it is used at 
the end of a line. 


























25MM BARB X 12” BSP 
FEMALE ELBOWS 

















1132 i 
| 











07073 




















13MM BARB X 12” BSP 
MALE ELBOW 


Provides a bend with a male 
thread. 


IM 











11330 



































































































































II 07081 
19MM BARB X 12” BSP 
MALE ELBOWS 
9 vm 1172 
a l| ITI | 
| karan seam i HT 070 ri 
19MM BARB X 34” BSP 
MALE ELBOWS 
II 11723 
ae ed i Il 07083 l 


























Irrigation Pipe Fittings 





Threaded Fittings - elbows 


25MM BARB X 12” BSP 
MALE ELBOWS 
Provides a bend with a male 9 


aA 
thread. 


| missy soap ll I 07084 | 


25MM BARB X 34” BSP 
MALE ELBOWS 
142 1 11332 
ay a a i I 07085 ) 
32MM BARB X 12” BSP 
MALE ELBOWS 
1421 | 


070 

















































































































































































































32MM BARB X 34” BSP 
I) 70876 
19MM BARB 
CORNER ELBOWS 
Ideal for corners. Use the barb 31421 | 113122 


corner elbow for plain poly 


” Mn 
ea ll 14212 


19MM BARB X ¥2” BSP 
MALE CORNER ELBOWS 
1421 | 
ae | 1421 | 























07027 


11 Ml 





























MM 
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Irrigation Pipe Fittings 





Threaded Fittings - Directors 
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PACK TYPE VSP Re LOTS) ane PART NUMBER 0) 0] sed ae Od BARCODE 


13MM BARB X 12” BSP 
MALE DIRECTORS AMI 
Connects poly pipe to female 11612 


2 ao 12 
threaded outlets. 

































































































































































1421 | 07 1 
13MM BARB X 34” BSP 
MALE DIRECTORS 
31421 | 116130 
os a l| II 11302 | 
| kame smn 20 vin 07171 | 
13MM BARB X 1” MBSP 
DIRECTORS 
1421 | 1161 























eee | IAI 
7 


tk ne seseney a9 0 ll 142 1 | 







































































07172 
19MM BARB X 12” BSP 
MALE DIRECTORS 
HT 11304 
Se eT WH 071736 




















Irrigation Pipe Fittings 





Threaded Fittings - birectors 


lee MHD se) 9 Mil aA 
tk moms —sescnor 200 l| I 


07174 I 
regs mona sara 0 a) 31421 | 
“ted moor mye sosupor 3) ll 1421 | 
| femme season a) ll 421 | 


116154 
“tted-e608 mmm sso ll I 


vu 
“tles-e008 SOs) sos) ll I 








19MM BARB X 34” BSP 
MALE DIRECTORS 


Connects poly pipe to 
female threaded outlets. 











































































19MM BARB X 1” BSP 
MALE DIRECTORS 


















































113 


07 1 fl 


1130 


07176 


11308 




















25MM BARB X 34” BSP 
MALE DIRECTORS 















































25MM BARB X 1” BSP 
MALE DIRECTORS 




















Il 
































































































1421 | 071774 
32MM BARB X 1” BSP 
DIRECTORS 
1421 | 07178 
32MM BARB X 114” BSP 
DIRECTORS 
31421 | 071798 
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Irrigation Pipe Fittings 





In-Line Valves 





NG i A AVA ELG Reto) alg PART NUMBER ORDER QTY | CIN QTY BARCODE 


13MM BARB 
IN-LINE VALVES 
Used to isolate or regulate | 1 | 












































11343 
“_ T ll | HI 
Ta as 314212007212 






































07213 


1134 


07214 


1134 


0721 \ 


IN-LINE VALVES aes | 
19MM BARB IN-LINE 

VALVES WITH O-RINGS 

Used to isolate or regulate 1421 | 


water supply. 
ee a | 1421 | 


25MM BARB IN-LINE 
VALVES WITH O-RINGS 
1421 


= ee \ 142 1 

















































































































19MM BARB X 12” 
BSP MALE THREAD 
IN-LINE VALVES WITH 9131421 | 072061 





O-RINGS 





19MM BARB X 24” 
BSP MALE THREAD 
IN-LINE VALVES WITH 
O-RINGS 








| ik esa sis a9 mo MI 
(ik son ssa ll Mil 


25MM BARB X 1” 
BSP MALE THREAD 
IN-LINE VALVES WITH 
O-RINGS 











0721 Il 





































































































¥2” BSP MALE THREAD 

IN-LINE VALVE WITH 

O-RINGS 9 AMI 2085 
34,” BSP MALE THREAD 

IN-LINE VALVE WITH 

0O-RINGS 9 UI) 072092 
1” BSP MALE THREAD 

IN-LINE VALVES WITH 

O-RINGS I 07210 
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Irrigation Pipe Fittings 





In-Line Filters 





13MM BARB 
IN-LINE FILTERS 


Connects to poly tube to 
filter out particles in the 
water supply. Removable 
screen for cleaning. 50 
Mesh filter size. Suits 
domestic irrigation 
applications. 


16MM BARB 
IN-LINE FILTERS 


19MM BARB 
IN-LINE FILTERS 


25MM BARB 
IN-LINE FILTER 


BARBED FILTER CASES 


Replacement case for 
In-Line filters. 


BARBED FILTER SCREENS 


Replacement screen for 
In-Line filters. 50 Mesh 
filter size. Suits domestic 
irrigation applications. 





PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


SNE seman sonore vA TAM 


Bak oe Seto ll 421 | 07 1 I 


mI 07194 

Whe Bak ee — set 31421 
don reno sum) l| I 07195 | 
NGS mmo sum 0 ll Ml | 



























































































































07191 






















































































11631 
hea osane aetna) 0 IMI 071927 








te ewe soHon sh ll 142 1 


Sanat mre somo 0 ll 142 1 





07 1 


1163 














i 






































































































































sok arene sme) l| MI 07193 ll 
cee ame sey 1 IMI 0719 

| kek coon some IM 071989 
iy Misono semper a) HIM 072009 
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Irrigation Pipe Fittings 





Pressure Reducers 





NG a AVA CG Reto) lg PART NUMBER 0} 10] OU ae GO BARCODE 


Merges mone someon wD Mi I 1167 | 


vA 
Inlet Pressure --100- 200 300 400 500 
Outlet Pressure = 75. «100-115. 125.145 





3/4”" BSP 
PRESSURE REDUCERS 


Used to reduce water 
pressure, maintaining 
optimum dripper and 
spray performance. Can be 
screwed directly on 34” tap 
or fitting. 





























































Threaded Fittings & Connectors - nut & Tails 


Merges amore sesso ll 142 1 


Moras wapacose sess wa l| 1421 | 


Wu 


I 





13MM UNIVERSAL 

NUT & TAILS 

Connects to 1” or 34” tap 
outlets and joins to poly 
pipe. With easy-grip 
wings. 


MI 











HIM 























19MM UNIVERSAL 
NUTS & TAILS 














MI 
































11656 


07131 


071323 


ll 











3/4” FBSP NUT X 
13MM TAILS 


Screws onto a tap 
outlet and joins to 
poly pipe. With easy- 
grip wings. 



































3/4" FBSP NUT X 
16MM TAILS 






































3/4" FBSP NUT X 















































1421 1165 
eee I HIM 07133 | 











1” FBSP NUT X 
13MM TAILS 














1165 || 


07134 











emer wane secon ya ll 142 1 
ee l| 142 1 | 
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1” FBSP NUT X 
16MM TAILS 


Screws onto a tap outlet 
and joins to poly pipe. 
With easy-grip wings. 


1” FBSP NUT X 
19MM TAILS 


1” FBSP NUT X 
25MM TAILS 


Fitting Accessories 


3/4” BSP BACK TO 
BACK NUTS 


Used to join 2 male 
threaded fittings of 
the same size. 


1” BSP MALE X 
3/4” BSP FEMALE 
REDUCING BUSHS 


Allows a 1” tap fitting 
to connect to a 34” tap 
outlet. 


1” BSP FEMALE X 
3/4” BSP MALE 
UNIVERSAL ADAPTORS 


Converts 1” tap outlet to 
3" tap outlet. 


BLANK NUT WITH 
3/4” BSP WASHERS 


Provides a seal at the 
end of a male BSP 
threaded fitting. 


BLANK NUT WITH 
1” BSP WASHERS 


Irrigation Pipe Fittings 





Threaded Fittings & Connectors - nut & Tails 





PACK TYPE ARTICLE NUMBER PART NUMBER 0) 0] Ol ae Od BARCODE 


| kan sen a9 0 qi 142 1 


07135 | 
east mmr sco 0 w ll 142 1 | 
© tik omnes a0 ll 1421 | 
Megs myers sone 0m ll 1421 | 


IM 






































1165 


07136 


11 


07137 I 
















































































mM 











071477 
























































esr wns sesso 0m ll 1421 I 













































































11681 
| kanes samen 2000 ll I 07049 | 
Neoware emmy seme 080 AN 
| tk uname senso 20 200 I) 0712 














mM 


I) 











071446 


07145 | 
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Irrigation Pipe Fittings 





Threaded Fittings & Connectors -washers 





344” BSP NUT WASHERS 


Replacement washers 
for all tap fittings and 
nuts. 


1” BSP NUT WASHERS 





Click-On Joiners 


Bulk 


Bulk 


MF/NW0750100 


MF/NW1000100 


967585901 


967586001 


PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 


9131421200 
oy) 


























142-12 

















0714 





13MM BARB X 12MM 
CLICK-ON JOINER 
, WITH BUG CAPS 


Clicks onto 12mm hose 
connectors and joins to 
poly pipe. Bug cap ae 
out ants and Insects when 
not in use. 





19MM BARB X 12MM 
CLICK-ON JOINER 
WITH BUG CAPS 


13MM BUG CAPS 


Bug cap keeps out ants and 
insects when not in use. 
Separate Joiner available. 





19MM BUG CAPS 


13MM BARB X 12MM 
CLICK-ON JOINERS 

Clicks onto 12mm hose 
connectors and joins to 
poly pipe. Separate bug cap 
available. 


19MM BARB X 12MM 
CLICK-ON JOINERS 





Click-On Connectors 


~ For use with click-on joiners. 


2/Consumer Pack 
- RR Box 


Labelled - RR Box 


2/Consumer Pack 
- RR Box 


Labelled - RR Box 


Bulk 


Bulk 


Bulk 


Bulk 


MR/RRCJBC130 


ML/RRCJBC130 


MR/RRCJBC190 


ML/RRCJBC190 


MF/BC1300020 


MF/BC1900020 


MF/CJ1300020 


MF/CJ1900020 


967417301 


967414301 


967417401 


967414401 


967561701 


967561801 


967409801 


967409901 


10 


60 


10 


60 


20 


20 


20 


20 


8 


oO 


48 


oO 


8 


oO 


48 


oO 


2000 


80 


oO 


1000 


60 


Oo 


‘an 














Ml 








11300 


‘nui 























MI 








07148 


mn 07 





Ml Mi 


Ml 1 


42 








07162 | 


MI 





























P 





13MM BARB X 
12MM CLICK-ON 
HOSE CONNECTORS 


Clicks onto 12mm tap 
adaptors and joins to 


poly pipe. 





19MM BARB X 
12MM CLICK-ON 
HOSE CONNECTORS 
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1/Consumer Pack 
- RR Box 


Bulk 


1/Consumer Pack 
- RR Box 


Bulk 


MR/RRCC13000 


MF/CC1300010 


MR/RRCC19000 


MF/CC1900010 


967417101 


967390401 


967417201 


967390501 


10 


10 


10 


10 


8 


Oo 


2 


Cal 
So 


8 


Oo 


2 


oO 
oO 








I 


Il 

















0716 


11 

















Irrigation Pipe Fittings 





Threaded Fittings - elbows 





















































































V2” BSP MALE X 

FEMALE ELBOWS 

Used to create corners in 314 | 1 | 113337 

~~ IKI ill HH 
a eS. 3142121071026 

34,” BSP MALE X 











1133 


07103 | 


113 Ml 





FEMALE ELBOWS 








“atlas ee801 MEN HS ll 1421 | 4 | 


| tk rs series 90 31421 | 
“ates 9608 MRS) Sosa 3, ll 142 1 
(tk aon sen a ll 142 1 


Threaded Fittings - Couplings 


¥2“ FEMALE THREADED 
COUPLINGS 
Used to join 2 male 1421 | 


threaded ung of the 


aie ee ae 21 
3/4" FEMALE THREADED 
COUPLINGS 
421 | 
































1“ BSP MALE X 
FEMALE ELBOWS 





























07104 


























1171 | 


071 Ml 














































































































11720 
as | Hn 071132 
1” FEMALE THREADED 
COUPLINGS 
I 11721 
er ae \ HT 
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Irrigation Pipe Fittings 





Irrigation Accessories - Ties & clamps 








NG A AVE LG Reo) ane PART NUMBER ORDER QTY | CTN QTY BARCODE 


314 | 1 | 7348 
200MM PIPE AND 
CABLE TIES 
1421 


I 


150MM PIPE AND 
CABLE TIES 









































Convenient ties for all 
irrigation, cable and domestic 
uses. Release tab allows the 
ties to be reused. 























07349 


300MM PIPE AND 
CABLE TIES 
































07350 











11674 Il 


0723 


11 


072337 











13MM PIPE 
SADDLE CLAMPS 

1421 
Used to attach poly pipe to 
fences and walls in garden 
areas. Screws or nails not 

1421 
19MM PIPE 

1421 


MI 

























































































13MM PIPE SADDLE 

CLAMPS WITH NAIL 

Used to attach ee pipe to 1421 | 
fences and walls in garden 





Ml 

























































































9 UH 072344 
19MM PIPE SADDLE 
CLAMPS WITH NAIL 
1421 | 11 72 
a ae \ I 072351 
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Irrigation Pipe Fittings 





Irrigation Accessories - Ratchet Clips 





PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


Breen mcm semen 0 Mi 142 1 Ih 


116 


13MM PIPE 
RATCHET CLIPS 


Used on all irrigation 
fittings to secure 


fittings into poy pipe. 










































































































































connection. 
9 Wt 072221 
19MM PIPE 
RATCHET CLIPS. 
913142 1 11 
| tk cen sein 50 sto 9 uni i 
Improved ‘easy-use style’ available in 13mm & 19mm ratchet clips 
Strong ratchet teeth 
Wide ribbed handles for 
easy tightening 
Internal ridges for extra 
grip 
RATCHET CLIPS 
421 | 072238 





Used on all irrigation 
fittings to secure 


fittings into iy pipe. 




























































Recommended on every 
connection. 
25MM PIPE 
RATCHET CLIPS 
31421 | 116 I 

=e IM 072 iN 
32MM PIPE 
RATCHET CLIPS 

9131421 | 269 
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Specialised Irrigation Fittings 





Tub Outlets 





PACK TYPE AVAPRO od ane PART NUMBER 0] db] sede ae ed BARCODE 


13MM BARB 
TUB OUTLETS 
7 





































































































314 | 1 07390 
Suits a range of water 
reticulation applications 
in the hydroponics and 
nursery industries. 
19MM BARB 
TUB OUTLETS 
mI 073914 

25MM BARB 
TUB OUTLETS 

9 uM 073921 































The Tub Outlet is designed to suit a 
range of water reticulation applications in 
the hydroponics and nursery industries. 
The outlet comes with a 13, 19 or 25mm 
tail together with an outlet screen and 
outlet extension. 





HM 











073945 











TUB OUTLET SCREENS 
The screen “press fits” 
into the tub outlet to 


keep out hydroponic 
media. 


TUB OUTLET 
EXTENSIONS 
The extension “press 

fits” into the tub outlet 

allowing the water to 

drain out of the tub at 


different levels. 


TUB OUTLET WASHERS 
Replacement washer for 
barbed tub outlet. 




















nM 


























0739 


nM 











70074 
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Specialised Irrigation Fittings 





Barbed Fittings - Barbed Take off 














13MM X 8MM 

BARBED TAKE OFFS 

The shorter end is inserted 
into a grommet to provide a 
perfect seal. 


13MM BARBED 
TAKE OFFS 


16MM BARBED 


PACK TYPE PAV AEG Reto) ag PART NUMBER ORDER QTY | CIN QTY BARCODE 


ken — sess 20 fll 0 


I 07257 


1 












































































































































TAKE OFF 
4212072580 

19MM BARBED 
TAKE OFFS 

91314 27 

Barbed FIttings - Grommets 

8MM ID DOUBLE 
aan wT 

943 14212H072627 
19MM ID CURVED 
FLANGE GROMMETS 

| 726 





6MM ID TOP HAT 
GROMMETS 


13MM ID TOP HAT 
GROMMETS 


16MM ID TOP HAT 
GROMMETS 


19MM ID TOP HAT 
GROMMETS 









Rubber grommets are used in 
conjunction with take-off fittings to 
provide a small diameter poly pipe 
branch from a large supply pipe. The 

grommets fit inside a hole drilled in the 
supply pipe. Made from natural rubber. 


Se WI 1421 | 


tk ra sone 50 ll 142 1 | 


IM 














072 


























0726 \ 


072658 
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Specialised Irrigation Fittings 





Integral Dripline - Joiners & Adaptors Bulk 
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JOINERS 


Repairs and joins two 
lengths of dripline pipe. 


REDUCING JOINERS 


Joins 20mm dripline pipe 
to 16mm dripline pipe. 


>. 
5 


IR 


STRAIGHT ADAPTORS 


Joins dripline pipe to low 
a density poly pipe. 


DIRECTORS 


Connects dripline to 
female threaded outlets. 


TYPE AVAGO od ans PART NUMBER ORDER QTY | CIN QTY BARCODE 


Nam oigne yp soon m9 0 Ill vv 08541 
| nm ope wom seme ll MI 


Kt 
a ll 1421 | 





















































085 











0854 ll 




































































5559 
ee aaa RN i I 08553 mT 
Mm” —roxoron —somonor 200) ll I 10806 | 


mM 


IM 











085 


070708 


ll 


07071 























ence womomms see a0 a0 ll 1421 | 


(20mm includes compression nut) 




































































NOTE: Dripline end denoted by Double Barb. Standard low density poly pipe end denoted by Single Barb. 


Specialised Irrigation Fittings 





Integral Dripline - Tees & Elbows Bulk 





TYPE AVE LG Rees) ane PART NUMBER ORDER QTY | CTN QTY BARCODE 


Maotge —wyoroxans seme aa ll 1421 


TEE ADAPTORS 


Used to branch low density 
poly pipe to dripline pipe. 


























0856 | 
































































Srmte™ —myorowooe — semmun 200 ll I 085 ; 
"pts Myorovo0e sem 20 to nM MI 











0856 ll 














Mamie” wyoremoos seme; 3 ll 1421 


IM 









































085603 





























































































































































































































te mc 5672 
me oso sammy 8 WI 5665 
Used to create corners 9131421 | | 856 
connecting low density 
poly pipe to dripline pipe. 
ee 31421 5832 
"prees —wocvon — sowmen 20 ao ll 1421 | | 4 
ees” omens semen may vnc 5818 
ct 9131421 | 801 
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Specialised Irrigation Fittings 





Integral Dripline - Dripline Fittings 





Leds VARGA Leo) ane PART NUMBER ORDER QTY | CTN QTY BARCODE 


aren - Memongine —aesanoo sso To Ul | | Mn 
@) Used at the end of the 9 


314212108521 } 
dripline pipe. Fold over 
to end and slide over the 


































































































end sleeve to plug the 
end of the poly pipe. 
9 mn 085245 
seni som one ones seem 5a ll | | Ill 
Used on all dripline 
wr ‘double’ barbs to secure oie a he 


fittings into pa pipe. 


Recommended on every 
connection. 
1421 
DRIPLINE VALVES WITH 
0-RINGS 
1421 











085 














Ih} 












































































































































0720 
Used to regulate or 
isolate water supply. 
ee es eI | HT 07 
Mgnt” aorwone seroma l| 142 Il 072 " 
| Rime nono sion a9 IM O72 I 
Bneties” —tivrewee —serssin 2 m0 | 314212N072 AUT 
VALVE FLUSHES 
3/4” FEMALE-WHITE 
9131421 | 070685 




















Automatically flushes 
the line to remove 
sediment accumulated 
in the dripline. 


Connect to a 1/2” thread. 
Install at the lowest 


point. 
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From Tap 


Reducing 
Bush 





3/q° Mut & Tail 


= 
r.. 
st 


o~ bevy 


Use a stake ora 


frigid pipe stake to 
keep a riser in place. 





Spray jet dD Micro 





i Adjustable oS Rotor 
Sprinkler Spray jet Rain 
Rigid Ri ini + J fi 
Rie te A rigid pipe stake will also 

secure the main pipe to 

the ground. 


, kod 
o—- vy va 
. Spectrum 
Spray fet 
a (Hareeded) 


Rigid Pipe Stake Riser jet Stake 


Punch 


Lh SPANner In-Line Valve 
for fushing 


var 
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vy 
Lay 











Spray & Sprinkler Performance at Typical Household Pressure @150kPa 





Micro Spray Jets One Piece 


Micro Spray Jets Two Piece jm Blue Base 


Adjustable Micro Sprays 


Mister 


Micro Sprinkler 


Spectrum Spray Jet 


Rotor Rain Mini Sprinkler 


Anti-Ant Stake Set 
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> Green Base 
Red Base 


yellow Base 


@ Brown 

M Blue Base 

_ Green Base 
Red Base 

MM Black Base Adjustable 
Orange 


WM Grey 


_ Green Base 

M Blue Base 
Red Base 

M Purple Base 


45 


40 
80 
88 


90 max 


29 max 


40 
45 
G2 
oY 
90 max 
Ws 
140 


45 


94 
125 
240 
330 


91Lph 





1.8 


Eu 
Jey 
3:5 


0 to 3.5 


0.5 


37 

35 

37 
Oto 3.7 


Oto is 


2.8 
2.8 
SZ 
40 


6.0 





1.8 


ce 
Le) 
2g 


Oe 24 





1.8 


ya) 
Loo 
Ze 


O1o74 





6.0 long x 0.6 wide 
7.1 long x 0.6 wide 
8.6 long x 0.6 wide 


up to 9.0 long x 0.6 wide 


Sprays & Sprinklers 





Micro spray jets have a fine spray and are 


1 = ° suitable for most gardens. Micro spray jets 
Micro Spray Jets One Piece can be installed ate into poly fies i into 


rigid risers. Mount the sprays upside-down for 
optimum watering in greenhouses. 


PACK TYPE VARGO oda PART NUMBER ORDER QTY | CTN QTY BARCODE 





360° FULL CIRCLE 






























werene wummoseas sone a ll 1421 | 


























Radius = 1.8m - ! 

Flow Rate = 45Lph 

@150kPa Hil KI | Hl 
ik eas sopan 00 an) 142121107500 


ny wens wana sone aa Ul | 
Radius = 1.8m 
Flow Rate = 45Lph 14212 














11 


075024 





@150kPa 


IM 



































90° QUARTER CIRCLE 




















Radius = 1.8m 


















































Flow Rate = 45Lph iil | Mt 
@150kPa 
ee ee wt t 
Sta ke & Micro Spray Sets - One Piece Each set is a preassembled stake, tube 






with joiner and a spray or sprinkler 
preinstalled. 


sit. | RISER JET STAKE SET 


"| TUBE & 360° SPRAY JET 
Stake Length = 310mm 1421 | 


Tube Length = 600mm 
Radius = 1.8m 
Flow Rate = 45Lph @150kPa 














07321 | 

















RISER JET STAKE SET 


TUBE & 180° SPRAY JET 
(BLACK) 
142 1 | 


Stake Length = 310mm 
Tube Length = 600mm 
Radius = 1.8m 

Flow Rate = 45Lph @150kPa 























O7 322 
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Sprays & Sprinklers 





Micro Spray Jets - two Piece - Blue Base 1.0mm Nozzle 





PACK TYPE PVA E CG Re LOT) ae PART NUMBER ORDER QTY | CTN QTY BARCODE 


Se qi 1421 | 





360° FULL CIRCLE 







































Micro spfa jets are 
























































































































a high-performance aa 

spray in two pieces. 

ou Rate - 40Lph 

@150kPa 9 HIM 07561 

ieee wrens umpmmin  sosmey Ul | l | | 

Radius = 2.2m 14212111646 

Flow Rate = 40Lph : 

_ II ll | | 
es sompcon 314212107565 

siete. wees wapaisom —sonm — ll | l tl 

Radius = 2.2m 

Flow Rate = 40Lph i eae 

@150kPa 























0756 


tk ms sos no ll 142 1 
Se ll 142 1 


2 X 20° NARROW STRIP 























Radius = 6.0m long x 



































0.6m wide een 

Flow Rate = 40Lph 

_ kanes some m0 0 ll | | | | | 
314212107567 


Stake & Micro Spray Sets - Two Piece - Blue Base 1.0mm Nozzle 


RISER JET STAKE SET 
TUBE & 360° SPRAY JET AM || 
(BLUE) 

14212 


Stake Length = 310mm 
Tube Length = 600mm 
Radius = 2.2m 

Flow Rate = 40Lph @150kPa 


RISER JET STAKE SET 
TUBE & 180° SPRAY JET 
(BLUE) 9 


Stake Length = 310mm 
Tube Length = 600mm 
Radius = 2.2m 

Flow Rate = 40Lph @150kPa 

















073 














Ml 





IM 











073242 





















































RISER JET STAKE SET 
TUBE & 90° SPRAY JET 
(BLUE) 9 UI 073259 

















Stake Length = 310mm 
Tube Length = 600mm 
Radius = 2.2m 

Flow Rate = 40Lph @150kPa 


so neta 








i, | 360° FULL CIRCLE 


Micro spray jets are 
a high-performance 
spray in two pieces. 


Radius = 2.7m 
Flow Rate = 80Lph 
@150kPa 


180° HALF CIRCLE 


Radius = 2.5m 
Flow Rate = 80Lph 
@150kPa 


90° QUARTER CIRCLE 


Radius = 2.5m 
Flow Rate = 80Lph 
@150kPa 


2 X 20° NARROW STRIP 


Radius = 7.1m long x 
0.6m wide 

Flow Rate = 80Lph 
@150kPa 


10/Consumer Pack 
- RR Box 


Bulk 


10/Consumer Pack 
- RR Box 


Bulk 


10/Consumer Pack 
- RR Box 


Bulk 


10/Consumer Pack 
- RR Box 


Bulk 


MR/RRMGR3600 


MF/MGR360155 


MR/RRMGR1800 


MF/MGR180005 


MR/RRMGRO900 


MF/MGRO90005 


MR/RRMGRO400 


MF/MGRO40005 


Micro Sprays Jets - Two Piece - Green Base 1.3mm Nozzle 


967382101 


967400601 


967382001 


967400501 


967381901 


967400401 


967381801 


967400301 


20 


100 


20 


100 


20 


100 


20 


100 


24 


oO 


1800 


24 


oO 


1800 


24 


oO 


1800 


24 


oO 


1800 


aa 


























11651 
075710 
11 
741 
99 





























ll 1421 
Ml 1421 | 
Ml 1421 
Ml 421 


























075 











Mi 





11 8 2 
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Sprays & Sprinklers 





Micro Sprays Jets - Two Piece - Red Base 1.5mm Nozzle 





#i,| 360° FULL CIRCLE 


Micro spray jets are a 
high-performance spray 
in two pieces. 


Radius = 3.5m 
Flow Rate = 88Lph 
@150kPa 


180° HALF CIRCLE 


Radius = 2.9m 
Flow Rate = 88Lph 
@150kPa 


90° QUARTER CIRCLE 


Radius = 2.5m 
Flow Rate = 88Lph 
@150kPa 


2 X 20° NARROW STRIP 


Radius = 8.6m long x 
0.6m wide 

Flow Rate = 88Lph 
@150kPa 





10/Consumer Pack 
- RR Box 


Bulk 


10/Consumer Pack 
- RR Box 


Bulk 


10/Consumer Pack 
- RR Box 


Bulk 


10/Consumer Pack 
- RR Box 


Bulk 


MR/RRMRE3600 


MF/MRE360155 


MR/RRMRE1800 


MF/MRE180005 


MR/RRMREO900 


MF/MREO90005 


MR/RRMREO400 


MF/MRE040005 


967382501 


967401801 


967382401 


967401701 


967382301 


967401601 


967382201 


967401501 


2 


oO 


100 


100 


100 


100 


1800 


24 


oO 


1800 


24 


Oo 


1800 


24 


oO 


1800 


= Ml 


NG Rd = ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 
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0758 
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0758 
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Sprays & Sprinklers 





Micro Sprays Jets - Adjustable Micro Sprays - 1.5mm Nozzle | Adustable micro sprays have the same high 


#i,| 360° FULL CIRCLE 
| ADJUSTABLE 


Radius = 0-3.5m 
Flow Rate = 90Lph 
@150kPa 


180° HALF CIRCLE 
ADJUSTABLE 





Radius = 0-2.4m 
Flow Rate = 90Lph 
@150kPa 


90° QUARTER CIRCLE 
ADJUSTABLE 





Radius = 0-2.4m 
Flow Rate = 90Lph 
@150kPa 


2 X 20° NARROW STRIP 
ADJUSTABLE 





Strip = 0-9.0m long 
Flow Rate = 90Lph 
@150kPa 


Micro Sprinklers 


performance benefits as micro sprays, with 


the added benefit of an adjustable tap which 
enables the flow and radius to be adjusted to 
suit the area being watered. 





NG ad 2 ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 

























































































































































































3142 | 2411743 
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0763 


























BROWN - 0.9MM NOZZLE 
Radius = 3.4m 

Flow Rate = 40Lph 
@150kPa 





BLUE - 1.0MM NOZZLE 
Radius = 3.2m 

Flow Rate = 45Lph 
@150kPa 





GREEN - 1.3MM NOZZLE 
Radius = 3.5m 

Flow Rate = 72Lph 
@150kPa 





| ek pon senor 500 IM 


a ll 142 1 | 











076410 


1167 I 












































































































































HIM 07642 
ae 1 IM " 
ak eons sero 500 1 Hv 07643 
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Sprays & Sprinklers 





Micro Sprinklers 





=) 
(D) 
7 
fa) 


RED - 1.5MM NOZZLE 
Radius = 3.7m 

Flow Rate = 90Lph 
@150kPa 


ADJUSTABLE - 1.5MM 
NOZZLE 

Radius = 0-3.7m 
Flow Rate = 90Lph 
@150kPa 


ORANGE - 1.8MM NOZZLE 
Radius = 4.3m 

Flow Rate = 115Lph 
@150kPa 


GREY - 2.0MM 
NOZZLE 

Radius = 4.5m 
Flow Rate = 140Lph 
@150kPa 


Micro sprinklers are high performance 
sprinklers suited to large garden areas. The 
adjustable micro sprinkler includes a tap so 


that the flow and radius can be adjusted. 
Screws into rigid risers or stakes. 








ae I 142 1 | 


| tak si som 5000 ll Ml 
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Stake & Micro Sprinkler Sets 














MI 
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0764 
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07647 








07646 


PACK TYPE AVAL Reeds PART NUMBER ORDER QTY | CTN QTY BARCODE 


Il 


07644 











im, RISER JET STAKE SET 
"| TUBE & 360° MICRO 








SPRINKLER (BLUE) 


Riser jet stakes assembled 
with tube and a micro 
sprinkler. 

Stake Length = 310mm 
Tube Length = 600mm 
Radius = 3.2m 

Flow Rate = 45Lph @150kPa 


RISER JET STAKE SET 


#2] TUBE & 360° MICRO 


SPRINKLER (GREEN) 
Riser jet stakes assembled 
with tube micro sprinkler. 
Stake Length = 310mm 
Tube Length = 600mm 
Radius = 3.5m 

Flow Rate = 72Lph @150kPa 


RISER JET STAKE SET 


7) TUBE & 360° MICRO 
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SPRINKLER (RED) 


Stake Length = 310mm 
Tube Length = 600mm 
Radius = 3.7m 

Flow Rate = 90Lph @150kPa 


a] 











3 1 








Mi 














Mi 


Mi 


Mi 









































07508 








11707 


0732 


0750 
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Sprays & Sprinklers 










Micro Spray Jets 


Adjustable spray jets Produce a fountain-like 
spray, adjusted by turning the body. Screws 
into rigid risers or poly pipe. 


PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


Ga.) 360° SPRAY JET 
!} ADJUSTABLE 4MM THREAD 











































































































314 | 12116932 
Radius = 0 - 1.8m 
Flow Rate =0-45Lph @150kPa Ml I | ll 
oa 1 31421207661 | 
giz, ) 360° SPRAY JET 
##| ADJUSTABLE 4MM BARB 
31421 076 | 


Radius = 0 - 1.8m 
Flow Rate = 45Lph @150kPa 


360° SPRAY JET 
ADJUSTABLE 
¥2” THREAD a4 | 


Radius = 0 - 1.8m 
Flow Rate = 45Lph @150kPa 








0766 




















Il 

















@m,| 360° YELLOW BASE MISTER 
=") Fine mist spray suitable for 


delicate seedlings and ferns 
for use in nurseries. Screws 


into rigid risers or directly 
Radius = 0-5m 


Flow Rate = 29Lph 
@150kPa 


314212 



































598 


Micro Spray Stakes 














1169 


i 

















- 


360° SPRAY JET STAKE 

ADJUSTABLE 

Produces a fountain-like 1421 
spray, adjusted by turning 

the body.. 

Radius = 0 - 1.8m bee | 
Flow Rate = 0- 45Lph @150kPa ; 









































SPRAY STAKE 

Used in pot plants & planters. 

Push 3mm tube onto top end 1421 | 07303 
of stake to create spray pattern. 

Stake Length = 115mm 


Radius = 1.0m 
Flow Rate = 52Lph @150kPa 
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Sprays & Sprinklers 





ee ° ° The Rotor Rain is a professional sprinkler suitable 
Mint Sprinklers ~ Rotor Rain for large garden landscapes. It can be fitted 
to either the mini sprinkler stake or threaded 
poly prop risers. 


PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CTN QTY BARCODE 


a, 3/5” BSP THREAD GREEN - 
“| 1.5MM NOZZLE 
Radius = 4.3m Ma | | | 


0751 
Flow Rate = 94Lph @150kPa 
es 9 " 
































sit, 3/3" BSP THREAD BLUE 
- 1.7MM NOZZLE 




















































Radius = 4.7m uM 07511 
Flow Rate = 125Lph @150kPa 
gin, | 3/8” BSP THREAD RED 
- 2.4MM NOZZLE 
9 vn 075154 




















Radius = 6.3m 
Flow Rate = 240Lph @150kPa 


sii, | 3/3” BSP THREAD PURPLE 
- 2.8MM NOZZLE 


Radius = 6.4m 
Flow Rate = 330Lph @150kPa 











0751 | 

















ee ll 142 1 | 


Performance - Tested 0.2m Above Ground 


Nozzle Colour & eesti ETc me) Height Stream Deflector 
Orifice Size (kPa) LTO) (m) ETc 


(m) (m) 
ls a oe 











100 100 0.66 
Blue 150 125 9. 0.74 
1.7mm 200 145 - O77 
ves) 163 03 0.88 
100 195 all 0.64 
Red 150 240 12.5 0.89 a2 
To create a smaller spray diameter 2.4mm 200 280 es ee 
use the deflector provided. Remove 250 5 12 1.05 


the spinner and insert the break-off 
deflector disc. (Note: save the spinner 
to revert back in future). 


Stake & Micro Sprinkler & Anti Ant Sets 














| 5MM INLET MINI 
SPRINKLER STAKE SET TUBE 
& 360° GREEN ROTOR RAIN Lae | 


Mini sprinkler stakes assembled with tube and Rotor Rain. 
Stake Length = 300mm, Tube Length = 600mm 

Radius = 4.3m 

Flow Rate = 94Lph @150kPa 











07523 | 














Anti-Ant feature prevents ants or other insects from 
blocking the nozzle and stopping the water flow. 
Supplied ready for connection directly into poly pipe. 


Magia amma some 8 ll I 1170 | 
| ik sein sermon oo ll I 





#i,| STAKE, TUBE & 360° 
*) ANTI-ANT SPRINKLER 
SET NOZZLE 1.4MM 




















Stake Length = 335mm, 
Tube Length = 600mm 
Radius = 6.0m 

Flow Rate = 91Lph @150kPa 























0732 
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From Tap 


Use a Pressure Reducer 
for each dripper 
watering line. 
3/q Nut & Tail 
: Adjustable Oripper Micro Oripper 
on Stake on Stake 


Ratchet ¢ oe 
ry clip 
4mm 
Riser 
Poly Pipe Tube or 
Flexi 
Tube 
Agri Drip Pd Snap 
Emitter ripper In-Line Valve 
for flushing 


1 3 Se ms - - 4 


In Pots or Garden Beds 





- 





Tee 
On hilly or sloping landscapes, 
use pressure compensating drippers 
ie so all plants on the same line receive 
a uniform amount of water. 
Elbow 
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Drippers 





Drippers - 360° Adjustable Flow Drippers The 360° adjustable flow drippers can be 


adjusted to allow precise water distribution 
in a tight circular pattern. 


PACK TYPE ARTICLE NUMBER PART NUMBER 0} 0] Od ae Od BARCODE 


werent mowees som a Ml 142 | | 1 ; 


1162 
(tk ne sean yn 1 WI 


076 
ween owas raion ll 142 1 | 








360° ADJUSTABLE 
DRIPPER 
- AMM BARB 


Radius = 0-5m 
Flow Rate = 0-33Lph @100kPa 




























































360° ADJUSTABLE 
DRIPPER 
- AMM THREAD 


Radius = 0-5m 
Flow Rate = 0-33Lph @100kPa 

















































11624 
0 












































31421 7670 
360° ADJUSTABLE 
DRIPPER 
- 1/2” FBSP - THREAD 9 uc 076 
Radius = 0-5m 





Flow Rate = 0-33Lph @100kPa 


360° ADJUSTABLE 

- AMM BARB Toe 

Stake Length = 180mm 

Radius = 0-5m 

Flow Rate = 0-33Lph @100kPa 

IM 

360° ADJUSTABLE 

DRIPPER IN-LINE STAKE 

- AMM BARB 

1421 i 

(%) Stake Length = 180mm 
Radius = 0-5m 


Flow Rate = 0-33Lph @100kPa 

















Ail 


11 
Il 


4mm Barb 














0766 















































4mm In-Line 
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Drippers 





Drippers 





PACK TYPE Nae eet PART NUMBER ORDER QTY | CTN QTY BARCODE 
































































































































EMITTER ee Bor MR/RRDAD2000 967497401 20 o ill 
Small button style water med | | i 
efficient dripper. 
Flow Rate = 2Lph @100kPa 
Bulk MF/DAD200000 967493901 50 2000 
ALPH AGRI DRIP wy ene Pack — e/RRDAD4000 —-967497501 20 160 mM ! n | 
EMITTER = 4212116178 
Flow Rate = 4Lph @100kPa 
Bulk MF/DAD400000 967494001 50 2000 
Si PHAGRIDRIE ae Pack MR/RRDAD8000 967497601 20 160 il ) * | | 
EMITTER 4212116185 
Flow Rate = 8Lph @100kPa 
Bulk MF/DAD800000 967494101 50 2000 
DIIppefs - Pressure Compensating 
2LPH AGRI DRIP EMITTER 
PRESSURE COMPENSATING — 10/Consumer Pack = upieenanpc99 967497701 20 
Small button style dripper oh 6192 
with pressure compensation 
that maintains the nominal 
flow rate even as the 
pressure changes. Bulk MF/DADPC2000 967494201 50 2000 
Flow Rate = 2Lph @100kPa 
4LPH AGRI DRIP 
EMITTER 10/Consumer Pack —upieenappc4d -—«-96 7497801 20 160 HII 
- RR Box 
PRESSURE 6208 
COMPENSATING 
Flow Rate = 4Lph @100kPa 
so | Gomer S|) ITI 
9314212076885 
Drippers - 2 Piece Snap Drippers 
4LPH P4 SNAP 10/C a 
DRIPPER RR Box. MR/RRDAQOOOD §=—-967484101 15 
Two part dripper that = | Pipe 
can be easily separated 
for cleaning 
Bulk MF/DAQ000004 967494801 50 2000 
A) 076731 
4LPH MIDI DRIP EMITTER SIC ee 
ON STAKE /Consumer Pack —wpieepmpssP0 —»«96 7484201 10 80 
, - RR Box 
Two part dripper that can be 6260 
easily separated for cleaning. 
The stake ensures the dripper 
remains in place. Bulk MF/OMD4SP000 +=»: 967467901 20 1000 
Stake Length = 120mm. 





neta »:9 











Rigid risers are available in 3 sizes: 


200mm, 300mm 400 & 450mm to suit the 
height of the plant. 


Use a 400mm or 450mm riser to water above 
seedlings and when the plant is mature trim the 
riser back to water under the foilage. 











‘Supports 
ae ; 7 drippers a = a ee ee 
‘Holds rigid “Holds poly pipe | -Multi functional He th Dot ‘Water above “General “Extra height 
; | . eV | ' ‘ 
risers in place i place ‘Attaches sprays Dieta ie slants young plants purpose “Suits large 
‘Easily moved ‘Supports rigid & sprinklers to | snrinider econ ‘Water under ‘Water garden areas 
around garden | risers 4mm tube | ca aie iin advanced advanced 
| sprinklers plants plants 
tae 
‘Suits large 
landscape 
| areas 









d ed bn ied F ; 
dll , eT] 
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Stakes & Risers 





Stakes & Risers - for micro Jets & Micro Sprinklers 





200MM RIGID RISER 
WITH ADAPTOR 


Rigid Risers are used to 
elevate sprinklers and 
sprays above ground level 
for maximum coverage. 
Screws directly into poly 


pipe. 


300MM RIGID RISER 
WITH ADAPTOR 


400MM RIGID RISER 
WITH ADAPTOR 


450MM RIGID RISER 
WITH ADAPTOR 


RIGID RISER STAKE 


Rigid Riser screws 
directly into stake. Riser 
tube is connected from 
the stake to poly pipe. 
Allows for stake to be 
moved. 


Stake Length = 180mm 


RISER JET STAKE 
Multi-function stake has 
attachment for micro 
sprays, rigid risers or riser 
tube. Supplied with goof 
plug and barbed joiner. 


Stake Length = 310mm 


RISER JET & TUBE SET 


Riser jet stakes 
assembled with tube. 


PACK TYPE VAP CG Reto) PART NUMBER ORDER QTY | CIN QTY BARCODE 


31 


31 
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116833 


073419 


11684 Lt 
07342 | 
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11700 | 











116963 
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07300 
































116 


07320 
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Stakes & Risers 





Stakes Mini Sprinkler - for Rotor Rain Sprinklers 


5MM INLET MINI SPRINKLER 
STAKE 
The ideal stake for mini l | 1 | 


07304 
sprinklers for use on large 


landscaped areas. Connects 
to 5mm flexible tube. 
HIM 073051 


Stake Length = 305mm 




































































10MM INLET MINI 
SPRINKLER STAKES 5 
13MM INLET MINI 
SPRINKLER STAKES 
1421 















































0730 
5MM INLET MINI SPRINKLER 
STAKE 
SET & TUBE I 0732 


Mini sprinkler stakes assembled 
with tube. 

Stake Length = 300mm 

Tube Length = 600mm 























hk” X 13MM 
THREADED STAKES 
‘ bs 1421 


The ideal stake for mini on 
sprinklers for use on large 
landscaped areas. Connects 


to 13mm poly pipe. 
Stake Length = 275mm 


Pipe & Other Stakes 


Patented 13MM RIGID PIPE STAKE 


Holds 13mm or 19mm poly 
pipe and supports rigid 
riser for a tidy finish. 


Stake Length = 200mm 














116987 


0733 


11699 

















were amnesia sowmmt ll 1421 
tk soon sons a) ll 142 1 


I) 




























19MM RIGID PIPE 
STAKE 
Stake Length = 200mm 































































































9131421 | 07335 
POT STAKE 
Used in pot plants and 
planters to position and 31421 116956 


support drippers on the 


end of 4mm riser tube. 
14212 























SL 


























073 
WEED MAT STAKE 
A universal stake that was 
developed to hold down 31421 | 07101 





weed matting and plastic 
sheet in plantations that have 
adopted an environmental 
alternative to pesticide. Stake 
Length = 130mm 
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Pot Stake 


Used to secure drippers 
in pots and gardens. 





Midi Drip Emitter 
Two part dripper that can 
be easily separated for cleaning. 

Stake ensures dripper 

remains in place. 

Perfect for pots - simply run riser tube from 
the main poly pipe line and attach dripper. 








Install rigid risers upside down with 
a mister or spray to water hanging baskets 
effectively. 


This also has the benefit of a cooling effect 
on patios. 





Pete: i , 
Mister 
For a fine mist spray suitable to 
water seedlings or ferns and perfect 
to use above hanging baskets. 
Screw into rigid risers or directly 
into poly pipe. 

g 
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Pots & Baskets 





4mm Fittings & Accessories 


=) 
(D) 
= 
fa) 








PACK TYPE AVA LG Reto) alae PART NUMBER ORDER QTY | CTN QTY BARCODE 

































































4MM THREAD JOINER 

Screws into 4mm rigid 

risers and poly tube. 2 | | 11638 
| Brome sonar 109 0 1 MI 07270 f 


4MM BARB JOINER 


Joins 4mm flexible tube 
to poly tube. 











11637 | 


es mene ses) a8 ll 142 1 
| ik aan senor m0 Hn l| 1421 I| 


07271 
eras wena ser l| Ml 1163 | 
kanes ser m0 l| 4212 
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| rms someon 50 l| 1421 


07275 | 
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ik oenren —sersnor m0 0) ll 421 | 









































4MM BARB X THREAD 
JOINER 

Adapts 4mm rigid risers 
to 4mm flexible tube. 









































4MM GOOF REPAIR 
PLUGS 

Repairs and seals 
unwanted holes in poly 
pipe. 















































4MM BARB TEE 


Used to branch 4mm 
tube in 3 directions. 











117151 


MM 


072 
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Pots & Baskets 





4mm Fittings & Accessories 





4MM BARB ELBOW 


Used to create corners 
with 4mm tube. 


4MM BARB CROSS 


Used to branch 4mm 
tube in 4 directions. 


4MM IN-LINE VALVE 
THREAD/THREAD 


Used to isolate or 
regulate water supply. 


AMM BARB/BARB 
IN-LINE VALVE 


4MM BARB/THREAD 
IN-LINE VALVE 


4MM SADDLE CLAMP 
WITH NAIL 


Used to attach 4mm 
tube neatly to fences 
and walls in garden 
areas. 





PACK TYPE VARGA Leo) ans PART NUMBER ORDER QTY | CTN QTY BARCODE 


em moon sone 2a Mil 14212 7 | 


1162 
Ml 


072733 
ee ee It 1421 Hl 


1160 
Memes mean ers 20 ll I 












































































































72740 
































































































































11739 
UU | 
ULIMIT 

2ene Et samen sore» 
UMN 

eres vosan osm 
UM TT 
me sen eA 











11673 IM 


07231 

















werner sense ana ll 1421 | 


Ml 
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Pots & Baskets 





4mm Fittings & Accessories 





PACK TYPE PAVE Re LOT) ane PART NUMBER ORDER QTY | CTN QTY BARCODE 


4MM 
Punches holes in poly pipe l | | 


Be 116 l 
to attach 4mm fittings. 


Spanner used to insert 

and remove micro sprays 

in tubing. Hole in handle 

used to remove caps from 142 1 


0 | 
two piece micro sprays for 
cleaning. 
























































5mm/6mm Fittings 


SMM BARB TAKE-OFF 
iH Joins 5mm flexible tube 
to poly tube. 











5MM/6MM BARB 
GOOF REPAIR PLUGS 


Repairs and seals 























| atk is senor 590 ll 1421 ll 









































unwanted holes in poly 0724 

pipe. 

oo | ess seo 5 ll 
911314212N070296 









13MM X 6MM BARB 
































ik ran aem0or a a0 ll 142 1 



















































































































REDUCING JOINER 
0701 
oe © katona 50 ll | | | | | 
3142121072788 
13MM X 6MM BARB 
REDUCING TEE 
uM 070449 
OO ae a Ge ll | | 
314212070 
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neta 
Irrigation 


Neta has a diverse range of Retail Ready irrigation products specifically designed for turf and 
lawn care. The range includes pop-up and impact sprinklers that have been designed to be hidden 
underground and water efficient at all times, while keeping lawns green year round. Neta sprinklers 
are a neat and effective way to provide an even spread of water to a lawn. They'll also save time - 
no more shifting sprinklers, no more hand held hoses. 








Spray head pop-up sprinklers 
Spray head pop-up sprinklers for small to medium 
lawns. Water is sprayed out in various patterns 
and the nozzle can be rotated to align the pattern 
with the area being watered. 


Available in 50mm & 100mm. Patterns available: 
Adjustable Arc, Narrow Strip, Centre Strip, 360°, 
270°, 180°, 90° & body only. 1/2 inch female 
connecting thread. 





Shrub Adaptors 


Suitable for home & professional installations 
- Vary reach by changing threaded riser height 
- Creates a stable and durable installation 
- For installations that require 


increased water flow 
- Available patterns: 


Adjustable Arc, 360°, 180°, 90° 


- Screw directly into onto %” Male BSP 
water flow & throw poly prop threaded risers 

: - Ideal for mature gardens 

- Pre-assembled with nozzle & filter 

- Removable filter 

- Made from UV stable materials 


Adjust screw to increase/decrease 
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Lawn Irrigation 





Sprinklers - 50mm Pop-Ups 


Pop-up spray head rises 50mm for lawn watering. Ideal for small lawn areas. 
Connecting thread 1’/2 ” female. 


Performance at 175kPa Performance at 175kPa 


Placa Radius SONNY Placed an eeLaH URS a ONY 
(i) (Lpm) (i) (Lpm) 





NG A PAVE CG Re LUT) ane PART NUMBER ORDER QTY | CIN QTY BARCODE 


eed 50MM 
“SHE | POP-UP SPRINKLER 
ADJUSTABLE ARC 1421 | 


1151 
Adjustable throw radius 
up to 3.5m. 


| POP-UP SPRINKLER 
360° FULL CIRCLE 1421 | 
8 50MM 
‘| POP-UP SPRINKLER AM || 
270° THREE-QUARTER 314212 
CIRCLE 


50MM 

180° HALF CIRCLE 1421 | 
50MM 

POP-UP SPRINKLER 

90° QUARTER CIRCLE 
































11 


115126 


11511 









































































































































31421 | 115089 
50MM 
CENTRE STRIP 9 qi 11509 
50MM 
NARROW STRIP vc 115102 
































1151 








50MM 
POP-UP SPRINKLER 
BODY ONLY 1421 | 
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Lawn Irrigation 





Sprinklers - 100mm Pop-Ups 


Pop-up spray head rises 100mm for lawn watering. Same nozzles and performance as 
the 50mm pop-up sprinklers. Pops up higher to clear long or thickly thatched grass. 
Connecting thread 1 


/2” female. 


Performance at 175kPa Performance at 175kPa 


eo U RTS a Placa Radius Flow 
G0) oy) (i) (Lpm) 





PACK TYPE PAVE Re LUN od ans PART NUMBER ORDER QTY | CIN QTY syAN 460) 0) 3 


=| 100MM 
| POP-UP SPRINKLER 
ADJUSTABLE ARC 2 | | 


























1150 


















































sie. | 100MM 
360° FULL CIRCLE 9 WO 
si | 100MM 
"| POP-UP SPRINKLER 
270° THREE-QUARTER 31421 115041 




















CIRCLE 


100MM POP-UP 
SPRINKLER 
180° HALF CIRCLE 




















“tele -sRaox RIOD seHDON ll 1421 | 11 
I 







100MM POP-UP 
SPRINKLER 
90° QUARTER CIRCLE 




































































31421 | 11500 
100MM POP-UP 
SPRINKLER 
CENTRE STRIP 9 AN 
100MM POP-UP 
SPRINKLER 
NARROW STRIP Hun 115027 
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Lawn Irrigation 





Sprinklers - Nozzles for Pop-Up Sprinklers 


1152 
“ates -RR Gor mupO® Sema 1 31421 
“ateled-mR 800 mNINER sommes) 20, l| I 
“atled-mR 80cm — Somme 2 ll Ml 
“ated -me0or enn senso m0 l| Ml 
“ateled-mr8oreINS Sone! m0 31421 | 
“ated -RR or MNOS SoDHO ll Ml 





ADJUSTABLE ARC NOZZLE 
WITH FILTER 


Replacement nozzle for Neta 
50mm and 100mm pop-up 
sprinklers and Neta shrub 
adaptors. 


























360° NOZZLE WITH 
FILTER 




















115218 


1152 


11 


1151 





3 | 270° NOZZLE WITH 
‘| FILTER 

















180° NOZZLE WITH 
FILTER 




















90° NOZZLE 
WITH FILTER 




















CENTRE STRIP NOZZLE 
WITH FILTER 






































NARROW STRIP NOZZLE 
WITH FILTER 














115171 
1151 








Sprinklers - Shrub Adaptor Assemblies 


SHRUB ADAPTOR 
1421 | 




















Tt52 ll 






uu 


I 


mM 





























gis SHRUB ADAPTOR 
"ue" | 360° NOZZLE 


SHRUB ADAPTOR 
180° NOZZLE 


SHRUB ADAPTOR 

90° NOZZLE 

— ae ae, Ul | 
14212 




















115270 
11526 


115256 


11 
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Lawn Irrigation 





Sprinkler Heads 





NG a2 ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


ROTARY SPRINKLER HEAD 
¥2” BSP FEMALE INLET 
Fast rotating head provides | | 1 | 


1153 
excellent water distribution. 

Covers circle of up to 12m 

diameter. 


Discharge at 175kPa is 
10Lpm. 























METAL IMPACT 
SPRINKLER HEAD 
¥2" BSP MALE INLET 


























31421 L152 
Metal impact head with full 

or part circle adjustment. 

Covers circle of up to 23m 

diameter. 


Discharge at 175kPa is 11Lpm. 





PLASTIC IMPACT 
SPRINKLER HEAD 

¥2” BSP MALE INLET 
Plastic impact head 

with full or part circle 
adjustment. Covers circle of 
up to 23m diameter. 


Discharge at 175kPa is T1Lpm. 


IM 











115294 


























Valve Boxes 


MINI ROUND VALVE BOX 
Used for underground valves 142] | 


in water reticulation systems. 
Lid provides easy access for 
maintenance and use. 




















ll 





































































































LARGE ROUND 
VALVE BOX 
- 225MM X 250MM Ml MI 
STANDARD RECTANGULAR 
VALVE BOX 
- 385MM X 255MM X 91314212108 4200 
305MM 
STANDARD LOW PROFILE AM Mill 
VALVE BOX WITH COVER - 
385MM X 255MM X 165MM ae ho 
JUMBO VALVE BOX 
300MM mn I 
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Lawn Irrigation 





Quick Coupling Valves & Accessories 








{| 0 ¢ Sum 


102 néta 


QUICK COUPLING VALVE 
- 34” BSP MALE INLET 





PACK TYPE ARTICLE NUMBER PART NUMBER ORDER QTY | CIN QTY BARCODE 


Mattes ows sense sn Mi 1421 | 


It! 


Removes the need for 
unsightly taps. Prevents 
vandalism or waste from 
taps being left on. 


Quick coupling valves are 
connected to a water source 
and buried with the top 
flush 

with the ground. 


QUICK COUPLING VALVE 
- 1” BSP MALE INLET 






































ra SON TOE i 142 1 | 





RISER - 34“BSP 
MALE OUTLET 

















0159 





Risers, also called keys. 
Flow starts as soon as the 
riser is inserted into the 
quick coupling valve. 


QUICK COUPLING 
VALVE LID 
9 




























































































314212084040 
QUICK COUPLING 
VALVE SEAL 
9314212084057 
QUICK COUPLING 
VALVE PIN 
913 142121084064 





























Recycled Water 





Sullage Hose 


SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY Ora 





Traditional unreinforced flexible PVC hose for distributing 
recycled water. 


Purple colour safely identifies use with reclaimed and recycled 
water. 


Made in Australia from UV stabilised material for long life. 
Maximum Operating Pressure 300kPa. 


Fittings 








Olay Olay 





QUICK COUPLING 
VALVES & RISERS 














Fe ees NUMBER PART NUMBER | ORDER ain 
QTY Olay 


Riser or Key featerensgc Ne mwacrrace sesso 4 


Valve Boxes 








VALVE BOXES & PURPLE a: ARTICLE NUMBER PART NUMBER | ORDER ai 
COVERS QTY QTY 





104 néta 


Recycled Water 





Purple Sprinklers 








—_- 


DOME SPRINKLER 
20MM (3/4”) RH THREAD 






PACK TYPE ARTICLE NUMBER PART NUMBER | ORDER ain 
Olay QTY 


Gentle fountain spray. Die-cast zinc - 
powder coated. 9m diameter coverage. 


Suitable for use with recycled water. 
Discharge at 175kPa is 18.5Lpm. 


Purple 12mm Tap Fittings 








T 






RECYCLED WATER TAP ADAPTOR 
PLASTIC 25MM (1”) LH THREAD 





PACK TYPE ARTICLE NUMBER PART NUMBER ORDER ai 
“ay ay 


Plastic tap adaptor fits 12mm click-on hose 
connectors and screws onto 1” tap outlets. 


RECYCLED WATER BRASS TAP HANDLE 
9.5MM DIAMETER TAP SPINDLE 
- 12 POINT SPLINE 





Replacement key for purple recycled/ 
reclaimed water taps in the event of loss. 


Greywater for Gardens 





Greywater Signs 





GREYWATER 


IN USE 





PURPLE GREYWATER PROPERTY SIGN 
300MM X 200MM 





PACK TYPE ARTICLE NUMBER PART NUMBER ORDER ay 
“ay “ay 


Use property sign to clearly identify that 
greywater is being used. 
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nupigeco: 
Manufactured to exact standards, using fully 
automated production systems and premium 
materials, the Neta NupiGeco Range of rural pipe 
fittings and tapping saddles have been specifically 
designed for the demanding Australian market 
and are ideal for use in the many diverse rural 


applications seen in stock watering and crop 
irrigation. 


NupiGeco is a major, European manufacturer 
of pipe and fittings systems and commenced 
operations in Italy in the mid 1970's. On-going 
investment in research and development of 
both products and production systems allows 
NupiGeco to provide the highest quality products 
and service. 
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— Neta rural fittings are suitable for use with all rural pipe 


Materials (Compression Fittings & Tapping Saddles) 
— All male & female threads are BSP 














So. oe Virgin Acetal _—_— Natural Grade 304 
Fitti Ngs Polypropylene Rubber __ Stainless Steel 

COUPLINGS 
a" XY" PI/UMAN34 967596701 5 100 
oe PI/UMAN1 967596301 5 75 
14" x 14" PI/UMAN114 967596501 5 AQ 
TH" x 142" PI/UMAN112 967596401 1 25 
DMD PI/UMAN2 967596601 1 16 

REDUCING 

COUPLINGS 
Vx a" PI/UMR134 967597001 5 85 
A PI/UMR1141 967596901 5 100 
ei PI/UMR112114 967596801 1 30 
2 ele PI/UMR2112 967597101 1 18 

MALE ADAPTORS 

(Pol x M BSP) 
fa" x V2" PI/URFM3412 967498701 5 150 
a" x 4" PI/URFM3434 967498801 5 180 
1” x 34" PI/URFM134 967498401 5 125 
lel: PI/URFM11 967599401 5 125 
le 1 PI/URFM1141 967498201 5 75 
Ya" x 14" PI/URFM114114 967498301 5 70 
Th" x 14" PI/URFM112114 967599601 1 45 
TH" x 12" PI/URFM112112 967599501 1 45 
2A PI/URFM2112 967498501 1 30 
DK PI/URFM22 967498601 1 25 

FEMALE ADAPTORS 

(Pol x F BSP) 
fa" x V2" PI/URFF3412 967599201 5 150 
3a" x 34" PI/URFF3434 967599301 5 150 
1" x 34" PI/URFF134 967598901 5 125 
xed PI/URFF11 96/598401 5 120 
a al PI/URFF1141 967598701 5 70 
14" x 14" PI/URFF114114 967598801 5 70 
1" x 1%" PI/URFF112114 967598601 1 45 
io aye PI/URFF112114 967598501 i 45 
2X PI/URFF2112 967599001 1 25 
Ke PI/URFF22 967599101 1 25 
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Rural PE Pipe Compression Fittings 





Fittings 








END CAPS 


TEES 90° 


REDUCING TEES 90° 


TEES with Male Offtake 
(Pol x Pol x M BSP) 










ARTICLE NUMBER PART NUMBER | ORDER ain 
Olay Ora 







ain 
QTY 


ARTICLE NUMBER PART NUMBER | ORDER 
QTY 






ain 
Olay 







SIZE ARTICLE NUMBER PART NUMBER | ORDER 
QTY 
























SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY QTY 
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Fittings 
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TEES With Female Offtake 
(Pol x Pol x F BSP) 


ELBOWS 90° 


ELBOWS With Male Offtake 
(Pol x M BSP) 


ELBOWS With Female 


Offtake 
(Pol x F BSP) 


ya" x 3" X V2" 
a" x MA" X 34" 
Wx" x 
ete 

fl eee), 

Ma" x 1M" x 1" 
10" X10" x 1M" 
12" x 12" x 1%" 
1%2" x 1%" x 172" 
Ded, Kl oe 
22 


a" x 3)" 
orale 
14" x 10" 
12" x 1%" 
oy 


3h” X 3/4” 


a ie X alee 


5n"” x V2" 
3" x 3/4" 
Vx 34" 
oa 
1 
1A" x 14" 
12" x 12" 
2” x 1%" 
oe 


PI/UTF3412 
P|/UTF3434 
PI/UTF112 
P|/UTF134 
PI/UTF11 
PI/UTF1141 
PI/UTF114114 
PI/UTF112114 
PI/UTF112112 
PI/UTF2112 
PI/UTF22 


Pl/UG34 
PI/UG1 
PI/UG114 
PI/UG112 
PI/UG2 


PI/UGM3434 
PI/UGM11 


PI/UGF3412 
P|/UGF3434 
PI/UGF134 
P|/UGF11 
P|/UGF1141 
PI/UGF114114 
P|/UGF112112 
PI/UGF2112 
PI/UGF22 


967500801 
967500901 
967500001 
967500501 
967499901 
967500301 
967500401 
967500201 
967500101 
967500601 
967500701 


967594301 
967593801 
967594001 
96/593901 
96/594201 


967595601 
967595401 


967595201 
967595301 
967594901 
967594401 
96/594701 
967594801 
967594501 
967595001 
967595101 


I IS Ie Be) ee Can Ca 


COM COs Ca 


Ww WM 


CON COS RCO COs Cae Ca 


80 
70 
50 
60 
50 
30 
30 
18 
16 
(V2 
2 


100 
60 
39 
20 
12 


250 
90 


240 
120 
102 
90 
54 
60 
30 
24 
20 


Rural PE Pipe Compression Fittings 


Fittings 





CONVERSION KITS Sy ARTICLE NUMBER PART NUMBER | ORDER ai 
Rural to Metric ey rae 





To convert one end of Neta 
rural pipe fitting to metric. 








WALL PLATE ars ARTICLE NUMBER PARTNUMBER | ORDER ait 
arn mh 
1” Pipe x 34” F BSP PI/U0T134 96759720" 15 





Benefits 








‘long lasting’ 


Body, nut and insert tail 
constructed from virgin UV 
stabilised polypropylene. 







‘won't leak’ 


Extra long insert tail with raised 
barbs ensure a leak proof 
connection on rural pipe. 






‘won't pull apart’ | 
The tapered profile on the 7 | 
Lf (pI IST 


grip rings forces the hard ‘easy to reuse’ 

sharp teeth into the pipe. eee ; 

Grip ring splits apart to enable the 
pipe to be removed easily. No more 


hassles when modifying pipe work. 




















Features 


— Easy conversion from rural to metric and visa versa as the body of the fitting is interchangeable 





— The pipe ends do not need to be chamfered 


— All fittings are supplied individually barcoded for easy scanning 


Compression Fitting Installation: 


1 Cut the pipe square and clean. Unscrew the nut Remove the insert tail and push it into 
and grip ring and place over the pipe. the end 


of the pipe. 





3 Push the body over the insert tail and move the grip ring 4 Screw the nut tightly onto the fitting. 
and nut up to the fitting. 





Note: Hand tighten fittings up to 114”. Use a strap wrench on larger fittings. 


neta 11 


Rural PE Pipe Compression Fittings 





Tapping Saddles 





— For use with rural pipe 
— All threads are female BSP and come complete with stainless steel reinforcing ring (Grade 430) 
— Grade 304 stainless steel bolts and nuts 


Materials Pressure Rating Barcodes 


Virgin Polypropylene Body All sizes 800kPa All Neta rural tapping saddles are 
supplied individually barcoded for 
easy scanning. 











TAPPING SADDLES SIZE ARTICLE NUMBER PART NUMBER ORDER aN! 
with Stainless Steel Bolts Ola QTY 








Benefits Features 





Constructed from virgin UV Gasket seal ensures a perfect — Durable construction from high grade polypropylene 

stabilised polypropylene. seal. Very forgiving of out | lif Ae eee dit 

‘long lasting’ of round pipe and surface SISUS TIONG Ie even UNG ial sm COnCMIONS 
Deo — Stainless steel reinforcement rings on the branch off-take 

Stainless steel reinforcing ring ‘positive seal' 


included ontellithreade. prevent threads from stretching 


‘positive thread’ — Gasket seal provides a positive leak proof seal between the wall of 
the pipe and the tapping saddle 





Easily assembled, bolts Grade 304 stainless steel bolts 
‘click-lock’ into the body. suitable for underground use. 
‘won't fall apart' ‘long lasting' 
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nupigeco: 


Manufactured to exact standards, using fully automated production systems and premium 
materials, the Neta NupiGeco Range of metric pipe fittings and tapping saddles is used 
globally in market segments such as plumbing, heating, water supply, gas, irrigation, 
chemical and petrochemical. 





All products come with WaterMark certification to AS/NZS4129:2000. NupiGeco is a major, 
European manufacturer of pipe and fittings systems and commenced operations in Italy in 
the mid 1970's. On-going investment in research and development of both products and 
production systems allows NupiGeco to provide the highest quality products and service. 


Thrust ring and lip seal are pressure locked into Thrust ring compresses the lip seal to 
the body and won't fall out during assembly, but compensate for scratches on the pipe surface 
remain easy to remove for cleaning or servicing. and pipe ovality. 






All fittings supplied with black nuts for 
use with all pipe colours. 














The tapered profile ensures a perfect 
mechanical seal on the piping system 
when the nut is tightened to the body. 


Production date code moulded 
into the bodyfor traceability. 











SSSVASS or | 
a Grip ring splits apart for easy 
Lip seal - not just an ‘O’ ring. Allows for easy K——=> removal of the pipe. No more 
insertion of the pipe and improves seal — ___ hassles in modifying pipe work. 
performance. Foodsafe rubber (NBR). —— 


Metric PE Pipe Compression Fittings 





Neta Nupigeco metric pipe compression fittings have WaterMark product certification to AS/NZS4129:2000. This entails an 
independent audit of material selection, production and testing and is required for supply into the plumbing and water 
supply markets. 


Materials 


Virgin Polypropylene Body 
Acetal Grip Rings 
Food Safe Rubber Lip Seal 


WaterMark 
S/NZS 
Barcodes Mi021296 
All Neta Nupigeco Metric Fittings 


are supplied individually barcoded 
for easy scanning. 


Pressure Rating 


16mm- 63mm _ PN16 
75mm - 110mm (except 4° BSP) PN10 
All 4” Fittings - PN6 





Fittings 
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REDUCING COUPLINGS 


REPAIR COUPLINGS 





ay af 
16mm x 16mm P)/10KAMAN16 967506701 5 170 
20mm x 20mm P)/10KAMAN20 967506801 5 100 
25mm x 25mm P)/10KAMAN25 967506901 5 75 
32mm x 32mm P)/10KAMAN32 967507001 5 40 
40mm x 40mm P)/10KAMAN40 967507101 1 25 
50mm x 50mm P)/10KAMAN50 967507201 1 18 
63mm x 63mm P)/10KAMAN63 967507301 1 10 
75mm x 75mm P)/10KAMAN75 967507401 1 6 
90mm x 90mm P)/10OKAMAN90 967507501 1 4 


SIZE ARTICLE NUMBER PART NUMBER | ORDER aN 
ag OAs 
5 120 


20mm x 16mm 


P)/10KAR2016 


967517001 


25mm x 20mm PJ/10KAR2520 967517101 5 90 
32mm x 25mm PJ/10KAR3225 967517201 5 60 
40mm x 25mm PJ/10KAR4025 967517301 1 35 
40mm x 32mm PJ/10KAR4032 967517401 1 30 
50mm x 32mm PJ/10KAR5032 967517501 1 25 
50mm x 40mm PJ/10KAR5040 967517601 1 20 
63mm x 50mm P)/10KAR6350 967517701 1 li 
75mm x 63mm PJ/10KAR7563 967517801 1 15 
90mm x 63mm P)/10KAR9063 967517901 1 5 


SIZE ARTICLE NUMBER PART NUMBER | ORDER aN 
lag QTY 
5 90 


20mm x 20mm 


P) /10KAMANRIP20 


967507701 





25mm x 25mm P)/10KAMANRIP25 967507801 5 75 
32mm x 32mm P)/10KAMANRIP32 967507901 2) 45 
40mm x 40mm PJ/10KAMANRIP40 967508001 1 25 
50mm x 50mm PJ/10KAMANRIP50 967508101 1 18 
63mm x 63mm PJ/10KAMANRIP63 967508201 1 10 
75mm x 75mm PJ/10KAMANRIP75 967508301 1 i 





Fittings 








All threads 1%4" and upwards 
are supplied with stainless steel 
reinforcing rings (Grade 430). 


MALE ADAPTORS 
(Pol x M BSP) 


FEMALE ADAPTORS 
(Pol x F BSP) 


16mm x 2" 
16mm x 34" 
20mm x 2" 
20mm x 34” 
25mm x 42” 
25mm x 3/4” 
25min 1 
32mm x 34” 
32mm x 1” 
32mm x 114” 
40mm x 1” 
40mm x 1%” 
40mm x 142” 
50mm x 1%” 
50mm x 1%” 
50mm x 2” 
63mm x 172” 
63mm x 2” 
63mm x 272” 
75mm x 2” 
75mm x 242” 
90mm x 3” 
AM Onmiiees, 


110mm x 4” 


16mm x 12" 
16mm x 34" 
20mm x 2” 
20mm x 34" 
25mm x 2” 
25mm x 3/44” 
25mm x 1” 
32mm x 3/4” 
32mm x 1" 
32mm x 1%” 
40mm x 1” 
40mm x 114” 
40mm x 142” 
50mm x 1%” 
50mm x 1%” 
50mm x 2” 
63mm x 172” 
63mm x 2” 


90mm x 3” 


PJ /10KARFM1612 
PJ /10KARFM1634 
PJ /10KARFM2012 
P)/10KARFM2034 
P)/10KARFM2512 
P)/10KARFM2534 
PJ /10KARFM2510 
PJ /10KARFM3234 
P)/10KARFM3210 
P)/10KARFM32114 
P)/10KARFM4010 
P)/10KARFM40114 
PJ /10KARFM40112 
P)/10KARFM50114 
P)/10KARFM50112 
P)/10KARFM5020 
PJ /10KARFM63112 
P)/10KARFM6320 
P)/10KARFM63212 
P)/10KARFM7520 
P)/10KARFM75212 
P)/10KARFM9030 
P)/10KARFM11030 
P)/10KARFM11040 


P) /10KARFF1612 
P)/10KARFF1634 
P) /10KARFF2012 
P)/10KARFF2034 
PJ /10KARFF2512 
PJ /10KARFF2534 
PJ /10KARFF2510 
PJ /10KARFF3234 
PJ /10KARFF3210 
P)/10KARFF32114 
P)/10KARFF4010 
PJ /10KARFF40114 
P) /10KARFF40112 
P) /10KARFF50114 
P) /10KARFF50112 
P} /10KARFF5020 
P} /10KARFF63112 
P} /10KARFF6320 
P} /10KARFF9030 


967523301 
967523401 
967523501 
967523601 
967523801 
967523901 
967523701 
967524501 
967524001 
967524401 
967524601 
967524801 
967524701 
967525001 
967524901 
967525401 
967525501 
967525601 
967525701 
967525801 
967525901 
967526601 
967523101 
967523201 


967519801 
967519901 
967520501 
967520601 
967521001 
967521101 
967520701 
967521401 
967521201 
967521301 
967521501 
967521701 
967521601 
967521901 
967521801 
967522001 
967522401 
967522501 
967522901 


rl f Cal fal ff Cal P Gal f Cal f Gal ff} al ff Gal fF a 


o_ 


Cal BOney) Cn One Cas Cn Ons) Cam Cay On 


—_ —_ __t 


250 
250 
175 
180 
125 
150 
125 
75 
75 
75 
45 
45 
45 
30 
33 
30 
18 
16 
15 
2 
10 


200 
225 
150 
150 
125 
130 
125 
75 
75 
75 
50 
45 
45 
30 
30 
25 
18 
16 
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Fittings 











All threads 1%4" and upwards 
are supplied with stainless steel 
reinforcing rings (Grade 430). 
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TEES 90° 


TEES - With Male 
Offtake 


(Pol x Pol x M BSP) 


TEES - With Female 
Offtake 


(Pol x Pol x F BSP) 


16mm 
20mm 
25mm 
32mm 
40mm 
50mm 
63mm 


75mm 


25mm x 25mm x 72” 
25mm x 25mm x 1” 


32mm x 32mm x 1” 


16mm x 16mm x %2” 
16mm x 16mm x 34” 
20mm x 20mm x 12" 
20mm x 20mm x 34" 
25mm x 25mm x 12" 
25mm x 25mm x 34" 
25mm x 25mm x 1” 
32mm x 32mm x 42” 
32mm x 32mm x 34” 
32mm x 32mm x 1” 
32mm x 32mm x 1%” 
40mm x 40mm x 1” 
40mm x 40mm x 14” 
40mm x 40mm x 142” 
50mm x 50mm x 114” 
50mm x 50mm x 142” 
50mm x 50mm x 2” 


63mm x 63mm x 2” 


P}/10KAT16 
P)/10KAT20 
P)/10KAT25 
P)/10KAT32 
P)/10KAT40 
P}/10KAT50 
P}/10KAT63 
P)/10KAT75 


P)/10KATM2512 
P)/10KATM2510 
P)/10KATM3210 


PJ /10KATF1612 
P)/10KATF1634 
P)/10KATF2012 
P}/10KATF2034 
P) /10KATF2512 
P}/10KATF2534 
P} /10KATF2510 
P) /10KATF3212 
P)/10KATF3234 
P)/10KATF3210 
P)/10KATF32114 
P}/10KATF4010 
P)/10KATF40114 
PJ /10KATF40112 
P)/10KATF50114 
P)/10KATF50112 
P)/10KATF5020 
P)/10KATF6320 


967526901 
967527001 
967527101 
96/527201 
967527301 
967527401 
967527501 
967527601 


967443501 
967443401 
967443701 


967528901 
967529001 
967529101 
967529201 
967529401 
967529501 
967529301 
967529801 
967530001 
967529601 
967529701 
967530501 
967442401 
967530601 
967442601 
967442501 
967442701 
967442901 


Ie SIN Came een 


Ne Ie BIN ee es eS a Cre eon SCs Ca 


90 
60 
AQ 
24 
15 
10 


100 
100 
30 


120 

200 
75 
80 
56 
50 
50 
30 
30 
36 
60 
20 
20 
20 
2 
iP 
12 





Fittings 











REDUCING TEES 90° 
25mm x 25mm x 20mm -PJ/10KATR252025 967444201 2 50 
32mm x 32mm x 25mm __ PJ/10KATR322532 ~~: 967444301 2 30 
40mm x 40mm x 32mm _— PJ/10KATR403240 967444401 1 16 
50mm x 50mm x 40mm  PJ/10KATR504050 967444501 1 10 
63mm x 63mm x50mm_— PJ/10KATR635063 967444601 1 6 
ELBOWS 90° 
16mm P}/10KAG16 967502101 5 150 
20mm P}/10KAG20 967502201 5 100 
25mm P}/10KAG25 967502301 3 60 
32mm P}/10KAG32 967502401 3 45 
40mm P}/10KAG40 967502501 1 2m) 
50mm P}/10KAG50 967502601 1 14 
63mm P}/10KAG63 967502701 1 9 
75mm P}/10KAG75 967502801 1 10 
ELBOW 90° - With Male 
Offtake 
(Pol x M BSP) 20mm x 34” P}/10KAGM2034 967505101 5 150 
25mm x 12" P}/10KAGM2512 —: 967505301 3 102 
25mm x 34” P}/10KAGM2534 ~—- 967505401 3 102 
25mm x 1” P}/10KAGM2510 967505201 3 90 
32mm x 1” P}/10KAGM3210 —: 967505501 1 60 
40mm x 172" P}/10KAGM40112 967505601 1 35 
ELBOWS - With Female 
Offtake 
(Pol x F BSP) 16mm x 12” PJ/10KAGF1612 967503101 «5 200 
20mm x 1%” P}/10KAGF2012 967503201 5 150 
20mm x 34” P}/10KAGF2034 967503301 5 120 
25mm x 12" P)/10KAGF2512 967503501 3 105 
ae ee 25mm x 34” P)/10KAGF2534 967503601 3 102 
reinforcing rings (Grade 430). 25mm x 1” P)/10KAGF2510 967503401 3 90 
32mm x 3/4” P}/10KAGF3234 967504001 3 60 
32mm x 1” P}/10KAGF3210 967503701 3 60 
32mm x 1%” P)/1OKAGF32114. ~—- 967503801 3 54 
40mm x 11%" P)/1OKAGF40114. =: 967504301 1 70 
40mm x 172" P)/1OKAGF40112 =: 967504201 1 30 
50mm x 112" PJ/1OKAGF50112 ~—- 967504401 1 25 
50mm x 2” P}/10KAGF5020 967504501 1 20 
63mm x 2” P}/10KAGF6320 967504601 1 14 
75mm x 242" P)/1OKAGF75212 967504701 1 15 


neta 17 





Metric PE Pipe Compression Fittings 





Fittings 


END CAPS SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY QTY 






WALL PLATE SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY QTY 


POLY TO COPPER COUPLINGS 


















SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY QTY 


POLY TO COPPER TEES 






SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY OA 


WRENCHES (Plastic) SIZE ARTICLE NUMBER PARTNUMBER | ORDER 
eine eine 


To convert one end of a metric 


anton eure somm x2” PY/TOKAKITOSO 967506501 140 


CONVERSION KITS aya: ARTICLE NUMBER PARTNUMBER | ORDER ai 
METRIC TO RURAL PIPE QTY e) af 
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Metric Tapping Saddles 





Tapping Saddles 


Neta Nupigeco metric tapping saddles have WaterMark product certification to AS/NZS4129:2000. This 
entails an independent audit of material selection, production and testing and is required for supply into the 
plumbing and water supply markets. 

WaterMark 


Materials Pressure Rating nUicet286 
Virgin Polypropylene Body 25mm - 160mm (PNIO) 


Saddles 


S 


TAPPING SADDLES 
WITH STAINLESS 
STEEL BOLTS 





BOLTS ARTICLE NUMBER PART NUMBER | ORDER ain 
Olay Olay 


















7a) 
™N 
| 





TAPPING SADDLES 
WITH STAINLESS 
ai 


STEEL BOLTS SAS BOLTS ARTICLE NUMBER PART NUMBER oe a 








Benefits: Constructed from virgin UV 
stabilised polypropylene. 


‘long lasting' 











Stainless steel reinforcing ring 
included on all threads. 


‘positive thread' 
= ‘positive seal! 













LL? 






LG 
A/ 





Grade 304 stainless steel bolts suitable 
for underground use. 


‘long lasting' 


Easily assembled, bolts ‘click-lock’ 
into the body. 


‘won't fall apart' 
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Nylon Threaded Fittings 





Nylon Threaded Fittings 


Neta’s comprehensive range of Nylon Threaded Fittings are manufactured from glass filled nylon. 
The BSP threads on this range of nipples, sockets, bushes, tees, elbows, plugs, caps, hose tails 
and tank inlets ensure a superior joint connection. 


Nylon 6, 15% Glass filled provides excellent corrosion resistance at working 
pressures up to 1600kPa. 


All Nylon Threaded Fittings are individually barcoded for easy scanning 





Maximum Working Pressure: 
- Thread sizes 42" to 2°- 1600kPa (PN16) @20° C 
- Thread sizes 3” & 4” - 1000kPa (PN10) @20° C 


Features: 

- Made from tough virgin glass filled nylon (Nylon 6, 15% Glass filled) 
- UV stabilised, will not break down in sunlight 

- Tough threads, that won't distort 

- Robust, strong and long lasting 

- Superior joint sealing 

- Non corrosive 

- Meets the requirements for potable water quality AS/NZS 4020 


(Tests for analysing the suitability of products for use in contact with drinking 
water) 





Typical Applications: 

- Plumbing, where AS/NZS4020 is a requirement 
- Reliable substitute for threaded metal fittings 

- High pressure piping systems 

- Marine installations 


Polypropylene Threaded Fittings 


Neta’s extensive range of Polypropylene Threaded Fittings are manufactured from high grade 
polypropylene material. The BSP threads on this range of nipples, sockets, couplings, bushes, 
tees, elbows, plugs, caps and tank fittings allow for a secure joint connection. 





Polypropylene provides excellent chemical and corrosion resistance at working 
pressures up to 1000kPa. 


All Polypropylene Threaded Fittings are individually bar coded for easy scanning 


Maximum Working Pressure: 
- Thread sizes 72” to 3”- 1000kPa (PN10) @20° C 


Features: 

- Manufactured from a high grade polypropylene material 

- UV stabilised, will not break down in sunlight 

- Resistance to a broad range of chemicals (Refer ISO/TR 10358 - 1993) 
- Non corrosive 





Typical Applications: 

- Agricultural, commercial & urban irrigation systems 
- Suitable for use in low pressure installations 

- Marine installations 


120 néta 


Nylon Threaded Fittings 





Made from a UV stabilised, glass filled nylon that is robust, strong and long-lasting. All fittings are individually barcoded for easy scanning. 


Materials Pressure Rating 


Nylon 6, 15% glass filled %2" to 2" - 1600kPa (PN16) 
3" to 4" - 1000kPa (PN10) 


Fittings 


NIPPLES 

(MxM) 

Joins two female threaded 
compnents of the same size; 
ie valves to tees. 





REDUCING NIPPLES 

(MxM) 

Joins a female threaded fitting 
to a female connection of a 
smaller size. 





BARREL UNIONS 
(FXF) 
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Fittings 
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SOCKETS 
(FXF) 
Joins two male threaded 


componenets of the same size; 
ie threaded pipe lengths. 


REDUCING SOCKETS 
(FXF) 
Joins a male threaded fitting to 


a male connection of a smaller 
Size. 


BUSHES 
(MxF) 
Used to increase or reduce the 


size of a threaded fitting or a 
threaded pipe size. 


Y2" 


3/4" 


14" 
112" 


3A" x V2" 
1x %" 
1" x 34" 
UAE 
12" x 34" 
12" x1" 
12" x 10" 
2” x 3A" 
DOA 
2" x 14" 
2" x 1" 


3A" x V2" 
x 7" 
1" x 34" 
1A" x 3a" 
1" x1" 
12" x 3a" 
1%" x1” 
1%" x 1%" 
ey 
Do 
2" x 14" 
2” x 1%" 
Sk 


PN/S00000050 
PN/S00000075 
PN/S00000100 
PN/S00000125 
PN/S00000150 
PN/S00000200 


PN/RS0075050 
PN/RS0100050 
PN/RS0100075 
PN/RS0125100 
PN/RS0150075 
PN/RS0150100 
PN/RS0150125 
PN/RS0200075 
PN/RS0200100 
PN/RS0200125 
PN/RS0200150 


PN/B00075050 
PN/B00100050 
PN/B00100075 
PN/B00125075 
PN/B00125100 
PN/B00150075 
PN/B00150100 
PN/B00150125 
PN/B00200075 
PN/B00200100 
PN/B00200125 
PN/B00200150 
PN/B00300200 


967462801 
967462901 
967463001 
967463101 
967463201 
967463301 


967461601 
967461701 
967461801 
967462001 
967462101 
967462201 
967462301 
967462401 
967462501 
967462601 
967462701 


967453601 
967453701 
967453801 
967453901 
967454001 
967454101 
967454201 
967454301 
967454401 
967454501 
967454601 
967454701 
967454801 


10 
10 
10 
10 
10 
10 


10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 


10 
10 
10 
10 


10 
10 
10 
10 
10 


10 
10 


600 
500 
400 
220 
170 
110 


600 
500 
500 
300 
250 
250 
250 
160 
160 
160 
160 


1600 
900 
900 
600 
600 
600 
450 
450 
300 
300 
300 
340 
120 


Nylon Threaded Fittings 





Fittings 














THREADED TEES 

(FXFXF) 

Branch off-take to join three 
male fittings or threaded 
pipes of the same size. 


THREADED ELBOWS 

(FxF) 

Line end take-off or a 90° 
corner joint for a male fitting 
or male threaded pipes. 


THREADED ELBOWS 

(MxF) 

Line end take-off or a 90° 
corner joint for a male fitting 
or male threaded pipes. 


PLUGS 


Used to seal off a female 
threaded pipe or fitting. 





ain 
QTY 







SIZE ARTICLE NUMBER PART NUMBER | ORDER 
Olay 








SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY QTY 













ain 
QTY 


S45 VAP LG Leds) ane PART NUMBER 


ORDER 
QTY 








ain 
Olay 


SIZE PVE EG Rom Led Todays PART NUMBER 


ORDER 
QTY 
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Nylon Threaded Fittings 





Fittings 





CAPS & WASHER aT: ARTICLE NUMBER PARTNUM- | ORDER ain 
Female threaded fitting and BER a la 





hea ie PN/C00050000 588304001 1500 
a PN/C00075000 588304201 10 ~—- 1200 
ne PN/C00100000 588304401 10 800 
Wee PN/C00125000 588304501 10 500 
We PN/C00150000 588304601 10 350 
Ds PN/C00200000 588304701 10 240 


THREADED TANK INLETS aT: ARTICLE NUMBER PARTNUM- | ORDER ain 
Provides a sealed threaded Bhan va ola 
inlet on a smooth walled tank 

or trough, M x F threaded. PN/TTI005000 967463401 


Note 2” male fitting has a left 4" PN/TTI007500 967463501 5 100 
nee 1” PN/TTI010000 «9467463601 ~—s«S 80 
14" PN/TTI012500 967463701 2 70 
1 PN/TTI015000 967463801 2 60 
2” (Left-hand Male Thread) PN/TTI020000 967463901 2 50 


TANK BACK NUTS 7A: ARTICLE NUMBER PARTNUM- | ORDER | CTN QTY 
A sealed outlet on a smooth BER Olay 

walled tank; used to connect 

a flexible hose to a tank. PN/TTIBNOOSO 967464001 10 


34" PN/TTIBNO075 967464101 10 100 


TANK WASHERS aT: ARTICLE NUMBER PARTNUM- | ORDER ain 
Replacement washer. Bak a lay 
PN/TTIW00050 588304801 10 


34" PN/TTIW00075 588304901 10 100 
ie PN/TTIW00100 588305001 10 80 








HOSE TAILS 
Used to connect flexible 





SIZE ARTICLE NUMBER Name ys) qi 
BER ag Ona 





hoses to a threaded pipe, 15mm barb x ¥2" BSP PN/HT0015050 967457201 1500 
threaded fitting or valve. 20mm barb x 34” BSP PN/HT0020075 967457301 10 800 
20mm barb x 1” BSP PN/HT0020100 =: 967457401 10 500 
25mm barb x 1” BSP PN/HT0025100 967457501 ~—«-10 500 
32mm barb x 1%4” BSP. PN/HT0032125 967457701 ~—«-10 300 
32mm barb x 1%" BSP —- PN/HT0032150 ~=—s-: 967457801 ~—S-_ 10 120 
40mm barb x 1%” BSP. PN/HT0040150 =»: 967457901 ~—Ss_10 200 


INSTALLATION TIPS 
Use teflon tape or a sealant paste which is suitable for use on threads 
When using a sealant paste, care should be taken to prevent over-tightening of the fitting 
Sealant paste for use on threaded joints should be non-hardening and be suitable for use with plastics 
Align the fitting to the job to prevent the possibility of cross-threading 
Generally once the fitting is threaded to hand tight, then one to two extra turns is all that is normally required 
Do not over tighten 
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Polypropylene Threaded Fittings 





Made from high grade UV stabilised polypropylene material. These fittings are non-corrosive and resistant to a broad range of chemicals. All fittings are 
individually barcoded for easy scanning. Contact national sales on 1300 771 134 to discuss all your special project needs. 


Materials 
Polypropylene 


Fittings 


NIPPLES 

(MxM) 

Joins two female threaded 
components of the same 
size; ie valves to tees. 





REDUCING NIPPLES 
(MxM) 

Joins a female threaded 
fitting to a female 
connection of a smaller 
size. 





SOCKETS 

(FxF) 

Joins two male threaded 
components of the same 
size; ie threaded pipe 
lengths. 





REDUCING SOCKETS 
(FxF) 

Joins a male threaded 
fitting to a male 
connection of a smaller 
Size. 





Pressure Rating 
1000kPa - (PN10) 


SV As 


ARTICLE NUMBER PART NUMBER | ORDER ain 
Olay Olay 

















ARTICLE NUMBER PART NUMBER | ORDER ain 
Or aY QTY 










ain 
Olay 









ARTICLE NUMBER PART NUMBER | ORDER 
QTY 









ain 
QTY 


SAS 


AVEC Re LON 3) ans PART NUMBER 


ORDER 
QTY 






nN 7a) 
™N ™N 
Pm | 
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Polypropylene Threaded Fittings 








REDUCING COUPLINGS 





SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
OA QTY 











(MxF) 
Use to reduce the size of 34” x yp” PM/RC0075050 967450101 
a female threaded off- 
take, can also substitute 1” x 34" PM/RC0100075 967450201 10 300 
for a bush. ee PM/RC0125075 967450301 ~—«-10 200 
4" x 1” PM/RC0125100 967450401 10 180 
Ve KA PM/RC0150125 967450501 10 300 
2 al PM/RC0200150 967450601 10 180 
TANK FITTING WITH S743 ARTICLE NUMBER PART NUMBER | ORDER aN 
i AA BACK NUT as ONG 
A sealed outlet on a 
af ee PM/TF0000075 967452501 10 250 
0 a tank. 
1” PM/TF0000100 967452601 10 200 
4" PM/TF0000125 967452701 10 120 
ee PM/TF0000150 967452801 5 100 
2 PM/TF0000200 967452901 5 70 
BACK NUTS ays ARTICLE NUMBER PART NUMBER | ORDER ai 
Replacement back nut. Oa Oa 
PM/HTBN0O0050 967448301 10 1000 
3/4” PM/HTBNO0075 967448401 10 800 
A? PM/HTBN00100 967448501 10 450 
4" PM/HTBNO0125 967448601 10 300 
We PM/HTBNO00150 967448701 10 220 
De PM/HTBNO00200 967448801 10 140 





BUSHES SIZE Nana nay s133 PART NUMBER | ORDER CIN 
(MxF) ag ag 





Used to increase or reduce 34” x 4" PM/B00075050 967444901 

the size of a threaded 

fitting or a threaded pipe = 1 X PM/B00100050 967445001 20 500 

aia ae PM/B00100075 967445101 20 500 
14" x V2" PM/B00125050 967445201 10 250 
14" x 3)" PM/B00125075 967445301 10 250 
1%" x1" PM/B00125100 967445401 10 250 
12" x 3" PM/B00150075 967445501 10 200 
12" x1" PM/B00150100 967445601 10 200 
12" x 1%" PM/B00150125 967445701 10 200 
ae PM/B00200075 967445801 10 140 
2 1 PM/B00200100 967445901 10 120 
2” x 1%" PM/B00200125 967446001 10 120 
2” x 112" PM/B00200150 967446101 10 120 
2%" x 2" PM/B00250200 967446201 10 60 
3” x 2" PM/B00300200 967446301 1 100 
3” x 2%" PM/B00300250 967446401 1 : 
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Fittings 














Polypropylene Threaded Fittings 


THREADED TEES 
(FXFXF) 


Branch off-take to join three 


male fittings or threaded 
pipes of the same size. 


THREADED ELBOWS 
(FXF) 
Line end take-off or a 90° 


corner joint for a male 
fitting or male threaded 


pipes. 


PLUGS 


Used to seal off a female 
threaded pipe or fitting. 


CAPS 


Female threaded fitting 
used to seal off a male 
thread in low pressure 

applications. 


THREAD TAPE 


SIZE ARTICLE NUMBER PARTNUMBER| ORDER aN 
lag Orn 


Ve x 
3” x 3h” KX 3/4" 


de xX a xX ale 


Wa 1 C1 
Te 1b x 


De X De xX Da 


SIZE ARTICLE NUMBER PARTNUMBER| ORDER aN 
QTY Olay 


Os 
a" X 34" 
do 
14" x 144" 
12" x 1/2” 
2 xen 





aye 
4" 
14" 
12" 
>” 


PM/FTT050000 
PM/FTT075000 
PM/FTT100000 
PM/F1T125000 
PM/F1T150000 
PM/F1T200000 


PM/FTE050000 
PM/FTEO75000 
PM/FTE100000 
PM/FTE125000 
PM/FTE150000 
PM/FTE200000 


PM/P00050000 
PM/P00075000 
PM/P00100000 
PM/P00125000 
PM/P00150000 
PM/P00200000 


967447701 
967447801 
967447901 
967448001 
967448101 
967448201 


967447101 
967447201 
967447301 
967447401 
967447501 
967447601 


967449501 
967449601 
967449701 
967449801 
967449901 
967450001 


10 
10 
10 
10 
10 


10 
10 
10 
10 
10 


SIZE ARTICLE NUMBER | PARTNUMBER| ORDER CTN 
Ora Ong 


10 
10 
10 
10 
10 











150 
100 
150 
100 
40 





250 
350 

200 
50 
50 





700 
500 
80 
80 
120 


SIZE ARTICLE NUMBER PARTNUMBER| ORDER aN 
QTY ony 





12mm x 10m 


PM/C00050000 
PM/C00075000 
PM/C00100000 
PM/C00125000 
PM/C00150000 
PM/C00200000 


PM/TTW012000 


967446501 
967446601 
967446701 
967446801 
967446901 
967447001 


967354601 


10 
10 
10 
10 
10 
10 


SIZE ARTICLE NUMBER PARTNUMBER| ORDER aN 
QTY QTY 


1000 


10 


600 
500 
350 
160 
120 
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Polypropylene Threaded Fittings - Retail Ready 


Nipples - Male x Male 
NEW! 


sr 
Joins two female 
of the same size; ie. 








NEW! 


REDUCING NIPPLES 
(M x M) 


PART ORDER CTN 
DESCRIPTION & SIZE ARTICLE NUMBER cae PACK TYPE 
Joins a female 
threaded fitting to 
a smaller female 
connection. 





Sockets - Female x Female 





NEW! 


SOCKETS PART ORDER CTN 
(Fx F) DESCRIPTION & SIZE ARTICLE NUMBER ee nate pea -y\el 4 3 
pecimakenee [PMYRS00S0000 967700401 40480 











threaded components 
of the same size; ie. 
threaded pipe lengths. 





NEW! 


fittings to a male 
connection of a smaller 
size. 
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Polypropylene Threaded Fittings - retail Ready 


Bushes - Male x Female 








NEW! 
BUSHES PART ORDER | CTN 
Used to increase or Labelled - 
reclice The-sizecr a 3/4" x 1/2" Bush PM/RB0OO75050 967697601 RR Box 
threaded fitting or a Pee 
threaded pipe size. lex 1/2" F Bush PM/RBO100050 967697701 30 360 RR Box 

1" x 3/4" Bush PM/RBO100075 967697801 ~=—-20 aug | Gevellecl- 

RR Box 


Reducing Couplings - male x Female 


NEW! 
PART ORDER CTN PACK 
DESCRIPTION & SIZE ARTICLE NUMBER NUMBER TYPE 





REDUCING COUPLINGS 
(M x F) 





Used to reduce the size ; 7 
3/4" x 1/2" Reducing Labelled - 
of afemale threaded — Coupling PM/RRCO075050 967699701 Shee 
off-take, can also gee are 
substitute for a bush. 1x3 eke abelled - 
Coupling PM/RRC010075 967699801 20 240 RR Box 


EIDOWS - Female x Female 








NEW! 
ELBOWS 
Line end take-off or eats 
a 90° corner joint for 1/2" Elbow PM/RFTEO5000 967698201 RR Box 
a male fitting or male aaa 
threaded pipes. 3/4" Elbow PM/RFTEO7500 967698301 30 240 = ae ; 
" Labelled = 
1" Elbow PM/RFTE10000 967698401 15 120 
RR Box 


EIDOWS - Male x Female 








NEW! 

ELBOWS 

Line end take-off or renee 

a 90° corner joint to 1/2" Elbow PM/RMFEO0050 967698801 Re Rox 

increase or reduce ere 

the size of athreaded — 3/4” Elbow PM/RMFEO0750 967698901 20 160 a5 na : 

fitting or a threaded 

pipe size. " Labelled - 
1" Elbow PM/RMFEO0100 967699001 15 120 RR Box 
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Polypropylene Threaded Fittings - Retail Ready 


Tees - Female 





NEW! 


TEES ay ORDER | CTN PACK 
(F x Fx F) my atel tL Eo R S43 ARTICLE NUMBER ees see ce siete 


Branch off-take to join 
three male fittings or 
threaded pipes of the 
same size. 








NEW! 


CAPS 
_ DESCRIPTION & SIZE ARTICLE NUMBER Re eictas sa eas 
Female threaded fitting 


used to seal off a male 
thread in low pressure 
applications. 





Plugs 





NEW! 


PLUGS PART ORDER | CTN PACK 
DESCRIPTION & SIZE Nata) ee peas as sere 
Used to seal off a female 
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neta 





For Extra Reach 


SVs Meee eAU EIN LC 





ve 1650kPa 
i 1650kPa 
I 1650kPa 
WM" 1700kPa 
12” 1100kPa 
2 900kPa 


* 


aL 


ei 
= 
~ 
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Threaded Risers 





Threaded Ends - Male x Female - Poly Prop 


aN ARTICLE NUMBER PART NUMBER | ORDER ain 
Ora Olay 


SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY QTY 


RISER (MxF) 
12” M BSP X 3/8” F BSP 


Suitable for extending 
the height of Rotor Rain 
sprinklers. 























RISER (MxF) 
34" M BSP X 12” F BSP 


Suitable for extending 
the height Shrub 
Adaptors. 





Threaded Ends - male x Female - Poly Prop 


RISER (MxF) SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
1” M BSP X 34” F BSP Olas Olay 





RISER (MxF) 
14” M BSP X 1” F BSP 












SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
QTY QTY 


Adaptor - Micro Spray 


MICRO SPRAY ADAPTOR 


wr 
(4MM X 1/2”) aa ARTICLE NUMBER PART NUMBER ya ain 
©») Enables 4mm micro sprays or OLN ON 


sprinklers to be connected to 
the end of %2” male poly prop 
risers. 
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Threaded Risers 





Threaded Ends - male x Male - Poly Prop 








25mm (1”) MP/RMM150025 967432101 10 100 
50mm (2”) MP/RMM150050 967432201 10 80 
gomm (3”) MP/RMM150080 967432301 10 60 
100mm (4”) MP/RMM150100 967432401 10 150 
150mm (6”) MP/RMM150150 967432501 10 150 
200mm (8”) MP/RMM150200 967432601 _—-10 130 
300mm (12”) MP/RMM150300 967432801 _—-10 80 
450mm (18”) MP/RMM150450 967432901 _—«-10 100 
600mm (24”) MP/RMM150600 967433001 _—«-10 150 
750mm (30”) MP/RMM150750 —- 967433101 10 - 

900mm (36”) MP/RMM150900 967433201 10 - 

1200mm (48”) MP/RMM151200 967433301 10 - 


RISER (MxM) 7 yA ARTICLE NUMBER PART NUMBER | ORDER CTN 
3/4" M BSP X 34° M BSP Oya Oya 
0 150 


50mm (2”) MP/RMM200050 967433901 —s- 1 

100mm (4”) MP/RMM200100 967434101 —-10 150 
150mm (6”) MP/RMM200150 967434201 ~—«:10 100 
200mm (8”) MP/RMM200200 967434301 10 150 
300mm (12”) MP/RMM200300 967434401 —«10 200 
450mm (18”) MP/RMM200450 967434501 10 60 
600mm (24”) MP/RMM200600 967434601 10 100 
750mm (30”) MP/RMM200750 967434701 ~—=«-10 7 

900mm (36”) MP/RMM200900 967434801 10 : 

1200mm (48”) MP/RMM201200 967434901 _—-.10 : 


RISER (MxM) yA Nana nasi PART NUMBER | ORDER ain) 
1”M BSP X1”M Oya Oya 
0 150 





oe 100mm (4”) MP/RMM250100 967435601 1 
150mm (6”) MP/RMM250150 967435701 10 240 
200mm (8”) MP/RMM250200 967435801 10 180 
300mm (12”) MP/RMM250300 967435901 10 120 
450mm (18”) MP/RMM250450 967436101 10 40 
600mm (24”) MP/RMM250600 967436201 10 60 
750mm (30”) MP/RMM250750 967436301 10 - 
900mm (36”) MP/RMM250900 967436401 10 - 
1200mm (48”) MP/RMM251200 967436601 10 - 
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Threaded Risers 





Threaded Ends - male x Male - Poly Prop 


em SP 

1%” M BSP X 114” M BSP Olay ay 
‘50mm 6") MP/RMIMB20T50—— 967437501. = 1 
300mm (12") ——MP/RMM20300 967437701 180 
450mm (18") ——MP/RMIM320450. 967437801 1 AO 
‘600mm (24") — MP/RMIMB20600 967437901 1 AO 
‘900mm (36") ——MP/RMMB20900 967438101. T= 















rer SP 

1%" M BSP X1%2" M ong ola 
a 
300mm (2) ——-MeAGOID——SeHEBOOH 1D 
‘som (te) MeGOeD—SenIOY 1 
oom (24) wenocoo—senss30n 18 
Soom 6") MeAGOs00 —semEBSOH T= 


RISER (MxM) 
2” M BSP X 2” M BSP 


ARTICLE NUMBER PART NUMBER Oya) ain 
QTY QTY 
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Threaded Risers - Retail Ready 





Threaded Ends - male x Male - Poly Prop 











NEW! 
SPREE 
Extends reach of 1/2" 2 
(2 Beare (2") MP/RRMM15005 967695901 ee 
sprinklers. RR Box 
Used to connect and papelecke 
extend pipework. 80mm Riser (3") MP/RRMM15008 967696301 30 SCO eine 
. " Labelled ad 
100mm Riser (4") MP/RRMM15010 967696401 35 A420 RR Box 
. " Labelled a 
150mm Riser (6") MP/RRMM15015 967696501 25 200 RR Box 
. " Labelled os 
200mm Riser (8") MP/RRMM15020 967696601 2S 200 RR Box 
. " Labelled 7 
300mm Riser (12") MP/RRMM15030 967696701 25 100 RR Box 
fe ”" Labelled a 
400mm Riser (18") MP/RRMM15040 967696801 25 100 RR Box 
NEW! 
ee (Mx M) ORDER ain 
Bends reach of 1/2” Vabellad = 
sprinklers. 50mm Riser (2") MP/RRMM20005 967696901 RR Box 
Used to connect and poke 
extend pipework. 80mm Riser (3") MP/RRMM20008 967697001 25 300 RR Box 
. ” Labelled is 
100mm Riser (4") MP/RRMM20010 967697101 20 240 RR Box 
. " Labelled = 
150mm Riser (6") MP/RRMM20015 967697201 20 160 RR Box 
. " Labelled as 
200mm Riser (8") MP/RRMM20020 967697301 20 160 RR Box 
. " Labelled = 
300mm Riser (12") MP/RRMM20030 967697401 20 80 RR Box 
. " Labelled a. 
A0Omm Riser (18") MP/RRMM20040 967697501 Z0 80 RR Box 


Adaptors - Micro Spray & Micro Sprinklers 


MICRO SPRAY ADAPTOR ya ORDER CTN PACK 


Enables 4mm micro Amm x 1/2" FBSP 
sprays or sprinklers to be — Micro Spray Adaptor 
connected to the end of 

Yo" male poly prop risers. 





3/Consumer 


MR/RRMAO4000 967482401 15 120 Poco RP Box 


Shrub Adaptors Assemblies @ 


Install shrub adaptors on threaded risers for 
higher water flow applications. 
* Suitable for home & professional installations 
- Screw directly into onto %2” Male BSP 
poly prop threaded risers 
- Ideal for mature gardens 
- Pre-assembled with nozzle & filtes 


See page 100 for more details 
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FOOT VALVES 
- Female BSP 


Maximum Pressure 1600kPa 
(232 psi) @20°C Glass fibre 
reinforced nylon body, 
Stainless steel spring, acetal 
plunger and nitrile rubber 
Seals 


CHECK VALVES 
- Female BSP 
(Non-Return Valves) 


Maximum Pressure 1600kPa 
(232 psi) @20°C Glass fibre 
reinforced nylon body, 
Stainless steel spring, acetal 
plunger and nitrile rubber 
Seals 


FOOT VALVE SCREENS 
- Male BSP 


Polypropylene BSP thread 
screens 


AIR RELIEF VALVES 

ANKA SINGLE ACTION - 
FEMALE BSP 

Glass fibre reinforced nylon 
body, acetal plunger and 
nitrile rubber seals 


AIR RELIEF VALVES 
UNIRAIN KINETIC DOUBLE 
ACTION - MALE BSP 












SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
Olay Olay 





SIZE ARTICLE NUMBER PARTNUMBER | ORDER ain 
Olay QTY 

















ARTICLE NUMBER PART NUMBER ORDER 


QTY 


ain 
QTY 



















SIVA 3 ay) 


Olay 






ARTICLE NUMBER PARTNUMBER | ORDER 
QTY 


ARTICLE NUMBER PART NUMBER | ORDER 
Olay 










ain 
Olay 


















7a) 7a) 
| ™N 
| Pm 


= 
< 
er) 
A 





Float Valves 





NYLON SINGLE LEVER 
RESERVOIR VALVES 
Working Pressure 0 to 850kPa 


Supplied with 2 x 150mm ball 
; floats & twin float connector 


NYLON DUAL LEVER 
RESERVOIR VALVES 


Working Pressure 0 to 700kPa 
Supplied with 2 x 150mm ball 
floats. 

Central action for less frequent 
operation 





NYLON TROUGH VALVES 
- Long Arm (310mm) 
Working Pressure 0 to 1000kPa 


(150mm ball float). 


Gam», Ball floats sold separately 
\ Sd 







K 


NYLON TROUGH VALVES 
- Short Arm (170mm) 


Working Pressure 0 to 700kPa 
(115mm ball float). 
Ball floats sold separately 









WE, 





Ut f 


NYLON HIGH PRESSURE 
TROUGH VALVES 
- Long Arm (270mm) 


Working Pressure 0 to 1200kPa 
(150mm ball float). 
Ball floats sold separately 


NYLON HIGH PRESSURE 
TROUGH VALVES 
- Short Arm (160mm) 


Working Pressure 0 to 1200kPa 
(115mm ball float). 
Ball floats sold separately 





ain 
QTY 


SIZE ARTICLE NUMBER 














PART NUMBER | ORDER 
Olay 








ain 
QTY 


S743 ARTICLE NUMBER PART NUMBER 









ORDER 
Ora 










ORDER 
Olay 





ain 
QTY 


ARTICLE NUMBER PART NUMBER 









ain 
QTY 


ARTICLE NUMBER PART NUMBER 





ORDER 
QTY 





















ain 
Olay 


ARTICLE NUMBER PART NUMBER 


ORDER 
Olay 











ain 
QTY 


S743 ARTICLE NUMBER PART NUMBER 


ORDER 
Olay 










7) NY WN 
N N N 
Pri Pm it 
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Valves 





Float Valves 


POLYPROPYLENE 


SIZE ARTICLE NUMBER PART NUMBER | ORDER a 
SLEEVE VALVES QTY QTY 


Working Pressure 0 to su'MesP = PV/VSPO75000 «967363701150 
1170kPa (170psi). Ball floats 
sold separately. meses PvvsP100000 967363801 150 

















Ball Floats & Accessories 


Olay QTY 





CORD AND NIPPLE SIZE ARTICLE NUMBER PART NUMBER | ORDER ain 
Olay Olay 
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Azud | 
tre iCeyy 








Azud Filtration 





Azud Modular 100 Disc Filter Specifications 





QUALITY CONVENTIONAL FILTRATION OPTION. 
AVAILABLE SIZES 34" TO 2" BSP. 


Features and Benefits: 


— Simple construction 
Body and cap with captured o-ring seal 


— Durable and corrosion-resistant 
Filter body and discs, manufactured from uv stabilised polypropylene 


— Easily disassembled for cleaning 
No tools required to remove the disc cartridge 


— 130 micron disc element 
Higher filtration security to a similar sized screen filter 





— Chemical resistant 
Suitable for use with fertiliser injection systems 


Typical Applications: 


— izzy 
— Domestic & commercial micro irrigation systems 
— Commercial drip irrigation systems 
— Rural household pre-filtration 
— Recycled water systems 
— Control line protection 


Product Specifications & Dimensions: 


Disc Replacement Guide 
tee |) ae | __ Dimensions 
a est) Cartridge 


WET Length 
(mm) (mm) 

















Ea 
Lager =) 
aie aN 
Sarena 
eS) 


Note: Clean water flow rate @20kPa head loss - 130 micron 
Note: Screen filters cannot be used in disc filter housings (the flow direction is different) 





Disc Filter Disc Cartridge Disc Cartridge Disc Cartridge 
34" & 1" 1%" We az: 
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Azud Filtration 








Azud Modular 100 Screen Filter Specifications 


QUALITY CONVENTIONAL FILTRATION OPTION. 
AVAILABLE SIZES 34" TO 2" BSP. 


Features and Benefits: 


— Simple construction 
Body and cap with captured o-ring seal 


— Inlet flow diffuser 
Evenly distributes water along the full length of the cartridge 


— Easily disassembled for cleaning 
No tools required to remove the screen cartridge 


— Range of screen mesh sizes and Screen Cartridge 
Filtration grades are tailored to suit individual application 





— Drain valve (Optional) 
Allows partial screen flushing 


— Chemical resistance 
Suitable for use with fertiliser injection systems 


— Conform to ISO/DIS9912-1 
Filter element resistance to buckling and tearing 


Typical Applications: 
— Domestic & commercial micro irrigation systems 
— Rural household pre-filtration 


— Recycled water systems 





— Rainwater tanks 


Product Specifications & Dimensions: 








Xa Cars) LRT MCLE eK 
Ya Cre ety Aah Maximum | Surface 
inlet/Outlet 7 
atti Cartridge }— 
BSP Thread Stainless Steel Eps aie foe 


Note: Clean water flow rate @20kPa head loss - 120 mesh 
Note: Disc filters cannot be used in screen filter housings (the flow direction is different) 


Mesh Conversion Chart 





Mesh: | Number of holes per square inch 


Micron: Diameter of the hole measured in microns 





(1000microns = 1mm) Screen Cartridge 
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Azud Filtration 





Azud Modular 100 Series Filters AZUD 


aeCaninl 
Note: Screen filters cannot be lee i nl 
used in dsc fier housings (the 34" 430 Micron im | ‘FL/TDFOVSI30 | “emm04eo1 | 16 
ee een ssn cron m——‘YTORIODIBO. = SersOKTOT «18 


743 PRODUCT CODE EAN CODE ORDER CTN 
9314212+ Oya Oya 
ee 75 Mesh SSM FL/TSFO7SOTS = SsmostoN 16 
in screen fiter housings (the Pe WO Mesh SS mm F/TsFOMSI20 |" Ber405200 | 4) 60 
in screen filter housings (the 


flow direction is different) 
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Azud Filtration 


DISC CARTRIDGES SIZE ARTICLE NUMBER PART NUMBER | ORDER CIN 
QTY QTY 
1 = 


4" & 1" 130 Micron Wf FL/TDC075130 967404301 
1%" 130 Micron CI FL/TDC125130 967404401 1 = 
12" & 2” 130 Micron FL/TDC150130 967404501 1 = 








Azud Modular 100 Series Spare Parts & Accessories 








Th" & 2" 




































































SCREEN CARTRIDGES SIZE PRODUCT CODE EAN CODE O)s 0) aN 
ESV a pas OY ag 
1 





4" &1" 75 Mesh S.S mm FL/TSCO75075 588345501 1 

34” & 1" 120 Mesh S.S Ml FL/TSCO75120 588345601 1 1 
34" & 1" 150 Mesh S.S MM FL/TSCO75150 588345701 1 1 
1%" 35 Mesh S.S Ml FL/TSC125035 588345801 1 - 
1¥%" 75 Mesh SS Ml FL/TSC125075 588345901 1 1 
1%." 120 Mesh = S.S_ M-CFL/TSC125120 588346001 1 - 
1%" 150 Mesh SS Ml FL/TSC125150 588346101 1 1 
1%2" & 2"35 Mesh S.S Ml FL/TSC150035 588346201 1 . 
1%" & 2" 75 Mesh S.S Ml FL/TSC150075 588346301 1 1 
1%" & 2” 120 Mesh S.S Ml FL/TSC150120 588346401 1 1 
1%" & 2” 150 Mesh S.S MM FL/TSC150150 588346501 1 1 


VALVES 
3/4” THREAD 


- Screen cartridge filters only 





SIZE ARTICLE NUMBER PART NUMBER | ORDER aN 
QTY QTY 
1 ae 


Filter Discharge Valve FL/FDVO00000 967404201 





AZUD Filter Replacement O-Ring Size Chart 


ILC my PAs Filter Body Disc Cartridge sXe Corer es RCAC 
BSP Thread : 


1" 66.5mm x 4.0mm 48.5mm x 2.4mm 48.5mm x 2.4mm 
Me 66.5mm x 4.0mm 48.5mm x 2.4mm 48.5mm x 2.4mm 
ae 96.0mm x 4.5mm 69.5mm x 2.4mm 69.5mm x 2.4mm 
ye 121.5mm x 5.5mm 91.5mm x 2.4mm 7 moni <2 inn 
Z 121.5mm x 5.5mm 7 Lomax 2 ani ZilLomi <2 Ain 
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A Division of Husqvarna Australia Pty Ltd 


NATIONAL SALES & CU 
Phone: 1300 771 134 





Fax: 1800 332 555 


Email: customerservicegardenaneta@husqvarnagroup.com 


























Designed for 
Australian and 
New Zealand 
conditions 
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ta a Wye oe am UN Sel relat eae be considered approximate only. 
Nes : a MelOMClRe NT are for illustration purposes only. 
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